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THE SUCCESSFUL SYSTE 


(THE HONEYWELL SYSTEM) 


Do you know all about it? 


Our “Documentary Evidence” and “Book of 
Plans” are yours for the asking—ask today! 

















A Wise Man from the West says 





Adam H. Neumann 
SANITARY PLUMBER 


STEAM AND HOT WATER HEATING 


Estimates furnished on application 





Clay Center, Neb., April 22, 1908. 


The Honeywell Heating Specialty Co., 
Wabash, Ind. 
Dear Sirs :— 

Yours of the 20th received, many thanks. You ask me 
what I think of your system. For me yours is the only system, and so 
p= far they have tested out far above my expectation, so that I have the 

ge ; fullest confidence in it and will figure on no other. 

@ This is the photograph of Mr. Adam H. Neumann, of Clay In fact it is owing to your system that I have succeeded so well 
sy ©6Center, Neb., a man of long and varied experience in the and I can go where others have failed and get jobs out of my own town. 
me heating and plumbing business. He is by experience and 

: Yours respectfully, 


education well fitted to comment on Heating Systems r 
with wisdom. [Signed] Adam H. Neumann. 


j The Honeywell Heating Specialty Co., Wabash, Indiana 
JENKINS '96 SHEET PACKING | LEAD WOOL 


makes perfect joint instantly; does not have to be followed up; does is Shredded Metallic Lead specially 
not rot, burn, blow or squeeze out. All genuine stamped with Trade repared as 
Mark as shown in cut. prep 


JENKINS BROS., Caulking Material 


NEW YORK BOSTON PHILADELPHIA CHICAGO Ee. 
Melting pots and jointing tools are 
not needed. You can make a 


| “You HAVE eee FOR . 

1 a teem | NewYorkLeather | Joint under Water 
| Belting Co. _ ! ewnvies 
ond Lead Company 


} Stare ion Bolt Go.,Bayonne,N.J. Raym 
Le Lata cuienss . fi Coles Se tee York 51 Beekman St. ’ asdndhans Licensees under Buhne Patent CHICAGO 


} Crosby z=. Valves 252 Leak-Proof 22 


Illinois, under Act of March 3, 1879. 
































Entered as Second-Class Matter February 17, 1893, at the Post Office at Chicago, 
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Boilers 
Radiators 
Specialties 








ALL SHIPPED 


At One Time From One Plant 
WE CAN MAKE 


Immediate Shipment 
OF YOUR ORDERS 


HOLLAND RADIATOR COMPANY 


36-38 Dearborn St... CHICAGO 


PEERLESS MEANS 
WITHOUT AN EQUAL. 


That’s what we claim for our pipe machines. 
They are unequaled for simplicity and dura- 
bility, for every day pipe threading. 


Get the Catalog. 


Bignall & Keeler Mfg. Co. 
EDWARDSVILLE, ILL. | 


MALLEABLE AND WROUGHT 
PIPE HOOKS AND STRAPS a 
PP Complete stock of every size and kind. Quality the best 
that can be made. B. B. Ornamental Pipe Straps, all even 
clean cut, brightly tinned. Ask for Catalogue and Prices. 


Berger Bros. Co., 231-237 Arch Street, Philadelphia, Pa. 






































REGULATORS 
stam | ROSS VALVE MFG. CO. 
WATER TROY, N. Y. 
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Contagion-spreading drinking cups in 
schools, factories, public buildings, etc., are being quite ~" 
generally replaced with fountains which allow the user to drink with- “am 
out touching the lip to anything but the water. There is no danger of 
contamination with Crane drinking fountains. 

A little missionary work along these lines by plumbers will result in some 


New and Profitable Business 


We will gladly co-operate by furnishing pictures, etc. 

The beautiful vitro-ware fixture shown in the illustration will be an 

ornament to any institution. It “sells itself’ when brought to the at- 
tention of proper authorities. @ We also have 
multiple fountains for schools, factories, etc. 


All Crane sales offices (except Chicago and New York) 
carry complete stocks of plumbing fixtures and supplies. 

















CRANE CoO. 


CHICAGO 


ESTABLISHED 18655 


I NN A A AAI ani a itiac Mini. 8 
A i oe See Le 








FVE COMPLETE SATISFACT!I on 
eet” coal for tatest Cataloques 


MFG. CO.; 
i412 i U erent = HEATER Franklia &., a. Pearl 
EW YOR 





BOSTON, MASS 
















The Time to Sell a Regulator 


is when you sell a heating plant. Its use insures a 
customer who will talk about his ‘‘ Automatic Heater” 

that ‘“‘runs ttself.’’ That helps your business—adds to 
your profits—Write for our plan that helps the dealer. 


The Powers Regulator Co., 42 Dearborn St., Chicago 
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Interior of 
Boiler Room 
of the shops 
of the 
Michigan 
Central Rail 
Road Co., at 
Jackson, Mich. 
Plant installed 
by the Davis 
Construction 
Co., of 
Chicago. 

The material 
supplied 
included a 12" 
Back Pressure 
Valve, an 8x12" 
and a 4" 
“Eclipse” 
Reducing 
Valve, all the 
bends, piping, 
etc., all 
manufactured 
by 











The John Davis Company, Halsted, 22nd and Union Streets, Chicago 


ey <i mee 1) 
USED FOR FORTY YEARS! 


Ever since the first WILKS HEATER was used, way back in 1869, we 
have improved it year by year. 


In 1908 
WilksHot Water Heaters 


are by all means the very highest type of water heater that can be built 














Economical in Fuel Consumption 


in fact economy, simplicity and durability are the three factors which go to 
make up its great and growing reputation as the cheapest and best 


Quick Dependable Water Heater 


The Wilks Water Heater is Specially Adapted for 
Dwellings, Apartment Buildings, Hotels, Re- 
staurants, Barber Shops, Etc. 


Ss. —— MANUFACTURING CO. 
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Don’t buy “near” Armstrong: Tools! Get the 
Genuine Armstrong! Their supremacy is indisputable. 
Armstrong stocks and dies possess a quality all their 
own—a quality that means “day in 
day out” efficiency and dependa- 





WA) 
( ant H 
HT) 
a 
4 
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utility that can never be sucessfully | 


imitated. 
The trade mark is your safe- 
guard and ours. 


See that the Goods 
you buy bear the 


trade-mark above 








| 



















ui j Lh at 
SES A MUAH SNA! 44 


The Armstrong Mfg. Co. 








THE STAR 


Radiator Shield 


The most practical, 
substantial and beau- 
tiful shield on the 
market. 


Write us for prices 


J. Rutherford & Son 


Akron, Ohie 

















“Near” Armstrong Stocks and Dies 


WON’T DO— 
Get the Genuine Armstrong 
The jaws of this Bard Adjustable Bushing make a 








perfect center for the pipe, fit snug and insure the cut- 
ting of a straight thread. Eliminates the carrying of 
loose ring bushings — saves time 
frequently lost in hunting for and 
changing bushings. A labor saver 
and time saver worth your attention. 







' mi i: j 
Hit tH i : 


bility—a mechanical excellence and ie calli 
















All others are in the 


make believe class. 
Less Armstrong Quality 


Your request brings the complete 
catalog 


284 Knowlton Street 
Bridgeport, Conn. 


The A & J 
Floor Sleeve 


The telescope adjust- 
ment will make it fit 
any floor or partition 
from 12 to 24 in, thick. 


THEY ARE 
NOT EXPENSIVE. 


Send for Catalogue 
and Price List. 








Hot Water Heating Contracts 
and Specifications 


We have for sale a standard specification and contract for hot water 
heating. It is elastic and suitable for large and small contracts. Printed 
on good linen paper. Price list, delivered to you: 

50 copies . e P ; $ 2.50 
100 copies ‘ 2 ° . 3.50 
500 copies ° ° ° P 10.00 

Terms: Chicago or New York draft with.order. Sample sent free on 

request. 
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a saes 18 OUR 
we. Acme Radiator Shield 


, om * = a 
—— , 3 A fitted with Copper Water Pas 





49-53 N. Jefferson St., Chicago 





A Profit Maker for You 


» 


for supplying moisture. Made 
with a dust gutter for cateh- 
ing the dust circulated by the 
radiator. Made of corraga- 
ted galvanized iron and er- 
namental cast ends. 
Easy to Sell. Easy to Install 


W. H. Johnsen & Son Ce. 


943-945 Fort Wayne Avense 
INDIANAPOLIS, INDIANA 
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ATISFIED 
USTOMERS 


ARE A VERY VALUABLE 
ASSET TO EVERY JOBBER 





S 
G 














Sectional View of Ohio Steam Radiator Valve 


In the manufacture of “Ohio” Valves and Union 
Elbows we use all the KNOW HOW we have 
gained in ‘20 years’ experience of Valve making. 

No effort or expense is spared to make “Ohio” 
Valves in a class by themselves. 

Each part is interchangeable, which means care- 
ful and accurate workmanship throughout and isa 
big convenience to users. 

Our careful system of rigid tests and inspection 
protects you from complaints or “come backs” from 
your customers. 


Catalogue “‘D’’ tells all about them. 

















The Ohio Brass Co. 


MANSFIELD, OHIO 


NEW YORK OFFICE: 32 Cortlandt St. 
ST. LOUIS OFFIGE: 10 North Fourth St. 
GHIGAGO OFFICE: 277 Dearborn St. 

Ww. P. HORN & GO., 138 Front St., San Francisco. 
























What handier tool would 
you want than the Hoefer 
Adjustable Pipe Threading 
Machiner The bench ma- 
chine can be used either as 
a portable or a bench. That’s 


But 


that’s only one of the fea- 


a saving, isn’t itr 
tures. Let us write you 
about the other points of 


our line. 


o Haren Mrs. 6 
FREEPORT, ILLINOIS 


Originators not copyists of the one set of 
dies idea. 
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VM NYE— 
the Die 
Man 


I CAN’T HELP IT 
BOYS,---BUT--- 





I'VE GOT TO KEEP ON TELLIN’ 
IT OVER AND OVER—SO 
LONG AS THERE ARE ANY OF 
YOU USERS OF PIPE DIES WHO 
ARE NOT USING THE NYE DIE, 


because I want you all to know about my wonderfully easy 





cutting die—a die that enables one man to do the work 
of two using the old makes—a die that takes only half 
the strength others require-—-that saves fifty per cent in 
time, labor and expense and I want you to try it 10 


days free before you buy—at my risk. 





Ask your jobber for one 
to try. If he doesn’t have 


one—ask me 


“NYE,” the Die Man 





The Stock without a Peer 


THE NYE TOOL & MACHINE WORKS 


11-17 SOUTH JEFFERSON ST., CHICAGO, ILL. ; 
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DOMESTIC 


Vill 


The Ryan Scheme 


SETTLES THE PROBLEM 
IT IS TO USE 




















A tilting steam trap that you can 


SEE WORK 


Simple as simple can be. Has only 
one bolt—Wrrite for ‘‘Trap Talk” 


E. J. RYAN 


117 N. WALNUT ST., DANVILLE, ILL, 


ENGINEERING 


THE ROTHCHILD 


“INVERTED” 
BLOW-OFF COCK 


MEDIUM PRESSURE 
GATE VALVE 


THe ‘NEW ELLIPTIC’’ i 


500 LBS. TEST GUARANTEED © NEVER LEAKS—NEVER STICKS 


WRITE FOR PAMPHLET 


FREE TRIAL FOR 90 DAYS TO 
RESPONSIBLE PARTIES! 


JOHN SIMMONS CO. 


EVERYTHING FOR THE STEAM, GAS, 
WATER AND SANITARY ENGINEER 





102-110 CENTRE Sr. 
NEW YORK 








CAREFULLY FINISHED 


FLOOR andCEILING 
PLATES 


ONE OF OUR EIGHT PATTERNS 











This is Our No. 7 Style 


They are the old tried and true plates 
made by us for years. Sizes range 
from % to10-inch. They are all 


Coppered Before Nickeling 


We have made a reputation for making 
the best floor and ceiling plates. We 
will not lose that! 


WRITE FOR OUR CATALOG AND PRICES 


The Beaton & Corbin Mfg. Co. 


Southington, Conn., U.S. A. 











RED LABEL FOR PLUMBERS 


Write for 100 page book, showing how to make 
lead joint without caulking lead. 


SMOOTH-ON MFG. CO. 


JERSEY CITY, N. J. 


SAN FRANCISCO WAREHOUSE 
94 MARKET ST. 


CHICAGO WAREHOUSE 
61-69 N. JEFFERSON ST. 











THE ADVERTISEMENTS IN DOMESTIC ENGINEERING ARE INDEXED. TurRN TO Pace XXVI. 








DOMESTIC ENGINEERING ix 


‘Trimo 


Trade Mark 


99 Strongest of all Chain Wrenches 


Reversible 


Furnished with elther Flat 
Link or Cable Chain. 


Strength is absolutely 
necessary in a Chain Wrench 
to insure the safety of the workman. Here you have it. Handle designed to give greatest 
strength for weight of material used. Chain fastened to handle, therefore drawing stress 
is on the handle, not on the Jaws. 

Send for Catalogue No. 42 showing full line. 


TRIMONT MFG. CO., 55-71 Amory st., - - ROXBURY, MASS., U.S. A. 















Every old Nipple or piece of Pipe you Save is 
MONEY IN THE BANK 


The Parmelee Pipe Wrench is the only wrench on the market that will make or 
break the tightest steam or ammonia joints easily and without crushing or marr- 
ing the pipe or threads. Give us the name of your Jobber for 10 Days’ 
Free Trial. Circular on request. 


Parmelee Wrench Co., Chicago 





No. 2%, 20 inch 
handle, is for % in. 


to 2 in. 
No. |, 10° handle, 


is for %"' tol" 


ORDER ONE TODAY 














Packingless Iron Body Gate Valves 


These valves are completely bronze mounted, whereas, ordinarily, gate 
valves of the general pattern are but partially bronze mounted. 


The valve stems of the standard valve are ground, having ground collars, 
and are packingless, due to the seating on these collars. They are machine 
finished, solid bronze type. The third seat on the stem prevents leakage 
around the stem, in either the full open or full shut position. “A small amount 
of packing only is used around the stem to prevent any leakage while the 
valve is being opened or closed. 

The bronze valve seats of the standard valve are screwed into place and 
then machined. The ordinary construction is to drive the valve seats into 
place in the body casting and then machine same. The body casting of, the 
standard valve is very substantial, and is made of a fine quality of close 
grained iron. The gland nut on the standard valve is bronze; the ordinary 
construction is to make these gland nuts of cast iron. The valve bonnets of 
the standard valve are internally brass mounted, which ts a construction not 
ordinarily followed by other manufacturers. 

One distinctive feature of this valve ts the area of the opening through 
the valve; it is absolutely the full size of the valve without projections reduc- 
ing the cross section. 





Write for catalogue and prices on High Grade Steam Specialties 


AMERICAN DISTRICT STEAM COMPANY 
MAIN OFFICE: LOCKPORT, N. Y. 
Western Office: Monadnock Bldg., Chicago Factories: Lockport and N. Tonawanda, N. Y. 
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Leh 










Glauber 


BATH AND BASIN 
SUPPLY PIPES 








Patented and patent pending 










FIT ANY 
BATH OR BASIN COCK 


AN ARTISTIC JOB THAT 








Can't blow out 
Can't leak 

Can't split shanks 
Can't strip nuts 


No cutting 
No trouble 


No threading 
No waste 





Annealed, Flexible, 
Adjustable, Reversible 








ALL YOU NEEDIS A 
WRENCH 







| WRITE DEPT. ‘‘A”’ 


GLAUBER BRASS 
MFG. CO. 


CLEVELAND, OHIO 












BRASS 
SPECIAL- 
ISTS 








THE VERY BEST 





Ground Key Work 


MANUFACTURED BY THE 


Eagle Brass Works 


DETROIT, MICH. 














WE MAKE 


Boiler and Radiator Chaplets 
DOUBLE-HEADED, COPPER COATED 


May we mail you a sample? 





Our Zine Coated Steel Slip Nipples are Rust-proof; 
impervious to distilled water; not affected by electroly- 
sis; all true to size; elastic and adaptable to variation 


in boring castings. 
The Pratt Chuck Co., 


Frankfort, New York 
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Ge BRAENDER 


Automatic 


CELLAR 
DRAINER 


and BILGE SYPHON 


Operated by Water or Steam Pressure 


It is the best, therefore the cheapest. It is used 
in Municipal and U.S. Government Departments, 
endorsed by leading sanitary experts, and is guar- 
anteed to do what is claimed for it. 


OSCHARGE PiPR 

















Sold to the tradeonly Write for circular and testimonials 


PHILIP BRAENDER, 143 W. 125th St., New York 
Seles Agent: W.N. McKenna Company, 75 Chestnut Street, Boston, Mass. 














OU are wrong—lIt is 
not like other sec- 
tional boilers, an‘ 
Inthe — 


the fire gases must pass along 
up the 

















a) 


tt here's why. surnham 


the fire channels and 


side flues before they begin traveling tliree 


times the boiler’s length. This makes the sides 

increases the 

two-thirds—and know 
Send for newest catalog. 


of boiler doubly effective, and 


direct surtaces you 


what that means. 


LORD & BURNHAM COMPANY 


IRVINGTON, N. Y. 


Keystone Supply & Mfg. Co. 
& Mis 


Boston: 819 Tremont Building. Phila.: 
Reed, Inc, 


Chicago; John Davis Co. Providence: Allen 
neapolis: Roberts Heating & Ventilating Co. 




















“NATIONAL” 


Gauges and Air Valves 


have gained their great 
popularity only by being 
built of the best pro- 
curable materials, by the 
most skilled mechanics 
after methods that are 
the result of our twenty 
of careful study. 
contented with 


eer. 
—) 


years 
We are 
only a fair profit on every 
Our customers 
are satisfied because we 
treat them all alike— 
right. That’s we 
have grown so fast. 


sale. 


why 





WRITE FOR VALVE CIRCULAR 


National Steam Specialty Co. 


230 E.Washington Street CHICAGO 














Electric-Weld in a range 
boiler, means briefly,no leaks, 
and strength to stand pressures 
that would tear a_ riveted 
boiler apart. 

The longitudinal seam is made white hot by an elec- 
tric current, and actually welded—made one homo- 
by powerful machinery. 

Heads and bottoms are doubly se- 
cured. The shell is shrunk on to them, 
making an absolute metal to metal joint, 
and is then riveted as thoroughly as 


though there were no other fastening. 
And , they: cost no more than the best 
riveted boilers. 
See your jobbers about the Electric-W eld 
Boilers, and send for our catalogue. 
Over 500,000 have been sold in the last 
few years——the real demand is just beginning. 
There’s a killing in this for the dealer who 



















geneous piece 


pushes it. 


JOHN WOOD MFG. CO. 
CONSHOHOCKEN, PA. 


PLEASE MENTION DomMESTIC ENGINEERING WHEN WRITING ADVERTISERS. 








xii DOMESTIC ENGINEERING 


IF YOU SEND THE COUPON 


We Make it Easy for You 


to make GOOD MONEY at this season of the year. 
Now is the Time—while the size of last winter’s coal 


bills are still in the “worry corner” 
of the man’s mind who did not have his piping covered. 

We will furnish you samples and show you the way to 
make easy money that you have simply been losing sight of. 


NOW’S THE TIME—DON’T DELAY! 


We Manufacture only the 
Highest Grade 
COVERINGS 

Steam and Hot Water Plants 


Pipe and Boiler Coverings have come into such general use the 
last few years, that it is no longer a question of whether to apply them 
or not, but WHAT is the most effective and durable coverings at a 


moderate cost? 
DIAMOND “WN” brand is IT. 


MANUFACTURED BY 


NORRISTOWN MAGNESIA & 
ASBESTOS CO. 


Selling Agents in All Large Cities. 




















Executive Offices: 


NORRISTOWN, PA. 
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“Not one weak point ” 


PROMINENT CHICAGO PLUMBERS 
WHO HAVE USED THESE STOCKS 








Keystone Die Stock Co., 

Gentlemen:—In reply to your inquiry about 
the Keystone Die Stocks I purchased from you, | 
wish to say that they are good, and certainly time- 
savers. My men like them as they work much 
easier and cut an excellent thread. 

J. W. Tumalty. 
By H. G. H. 


Keystone Die Stock Co., Chicago, IIl. 

Gentlemen:—I have used your Keystone Die 
Stock and have found it satisfactory in every way. 
I cheerfully recommend it to anyone desiring a 
perfect tool of this kind. 

Respectfully, 
J. A. Lindsted. 
Keystone Die Stock Co., Chicago. 

Dear Sirs:—We consider ourselves fortunate 
in purchasing one of your Die Stocks. It is 
certainly the best tool of its kind we have ever put 
in our shop. The only fault with it is all our fitters 
want it at once and nearly come to blows to get it. 

Yours very truly, 
Boyd & Company. 


Keystone Die Stock Co., Chicago. 
Dear Sirs:—-We have been using your Keystone 
Die Stock for some time, and find it is all that you 
claim for it—a thoroughly practical and labor- 
saving tool. Yours truly, 
M. J. Corboy. 
Per J.O’B. 


Keystone Die Stock Co. 
754 West 47th Street 


CHICAGO, ILL. 
Tear off the Coupon 


This illustrates the 
KEYSTONE DIE STOCK 


J. J. DELEHANT'S 


Keystone 
Die Stocks 


and Pipe Reamers 


HAVE NO WEAK PARTS TO 
BREAK OR GET OUT OF ORDER 


A Die Stock that cuts a straight 
and perfect thread. 


Guides are made to go over botha 
one-inch and a two-inch coupling 
which enables cutting the closest 
kind ofa nipple. 


Construction is very simple and 
the man who has once used the 
“KEYSTONE” is always 
everlastingly satisfied. 
ARE YOU? 
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Arranged for Armstrong Pattern Dies 
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THE DAYTON VENT FITTING 


This Vent Fitting is simply the 
most modern and effective one 
on the market. 


























Takes care of the Waste and 
Vent as you've always thought 
a fitting should. 













A’ DAYTON’’ VENT FITTING. 





One pipe to the wall vent is concealed. 
Easy curves prevent all clogging and it is SELF 








(PATENTED 
CLE ARIIEW. The “‘Dayton’”’ Heater is a high 
; grade, non-contact heater 
May we send vou catalogue and prices guaranteed every way 


DAYTON SUPPLY GO., - Dayton, Ohio. 


WE ARE MANUFACTURERS. Address Dept. D. 



















Here isa git ; 
Pipe — 
Threader — 
That 
Hasn’t an . Walker 


15 Series 
Steam 


Equal 
“Top Side of Earth” 


IT WORKS LIKE A RATCHET. A 
BOY CAN THREAD TWO-INCH PIPE 








The smoke passes twice throngh the boiler. 








EASILY—IF HE USES THIS TOOL. The flues are easily cleaned from the front. 

There is no other tool that combines The front flue is double. 

simplicity WITH EASE OF OPER- The feed door has perforated guard and cold ai: 
ATION. Thereis no other tool that register. 

will begin to do as much work for as Easy to keep a fire eight to ten hours without 
little cost. Write us about it. attention. 


WRITE FOR CATALOGUE 
THE TOLEDO 
PIPE THREADING MACHINE co. | | Walker & Pratt Mfg. Co. 


TOLEDO, OHIO 31-35 Union St., BOSTON, MASS. 
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| Over Half A Century 


WE HAVE BEEN MAKING GOOD BOILERS, r RIGHT NOW, AS A RESUL’ 
OF LONG EXPERIENCE AND CONTINUAL . Sod VEMENTS EACH YEAR, OUR 


DUNNING BOILERS 


for Steam and Hot Water have reached as near perfection as possible. In nearly every city or 


village in most every state in the Union you will find DUNNING BOILERS (faithfully 


and economically performing their work in all classes of buildings. 











Our Superiority Claims 








are based on the intrinsic value of the 
metal used and 


Its Safety 

Its Strength 

Its Durability 

Its Convenience 

Its Economy in Fuel 

Its Long Fire Travel 

Its Conservative Ratings 





f = Its Superior Workmanship 
ee Ware Its Interior and Exterior Parts 
a and Fixtures 





and no expense is being spared to make it 


THE REGULAR BRICK SET STEAM DUNNING surpass its past record which has never 
The boiler proper is constructed the same as the Portable Steam , — . ‘ 7 
and when set in masonry can be cleaned without letting yet bee n equalle L. 
the fire out Notice the recessed front 


for ease of firing 


¢ 





HUNDREDS OF DUNNINGS are in use under the 
jurisdiction of the U. S. War Department. They 0? 
are GOOD ENOUGH FOR “UNCLE SAM.” oe 4 


4 


Cut out Coupon and mail to us today at 


¥. S 
? < 
s " 
~ e 


New York Central 05 
Iron Works Co. )¢ Pes oe om 


GENEVA, N. Y. ENG ‘ey Ne <S a 


%, 
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Another New One 





The “Femco” Deep Seal Anti-Syphon 
Trap 














Patent Allowed. 


The “FEMCO” 


Unquestionably the best competition trap ever made. 


The Frost Mfg. Co., Kenosha, Wis. 
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EERLESS HOT WATER VALVES are made out of the best steam metal. The 
Valves are constructed with FULL OPENING. The SHELL and STEM are 
cast in ONE PIECE, which makes the STRONGEST SHELL and at the same 
time assures opening or closing of the Valve, as indicated by the arrow on the 





handle. 

The SHELL IS SPLIT and allows it to EXPAND OR CONTRACT WITHOUT 
BINDING against the side of the Valve. All Valves fitted with TAPER BALL JOINT 
and heavy COUPLING NUT. 

UNION STEAM AND HOT WATER RADIATOR VALVES, Brass Gate Valves, 


Female Steam and Hot Water Valves, Union Elbows, Union Brass Gate Valves, Closet 








Tank Trimmings, etc. 


PEERLESS HEATER & VALVE CO., Flint, Mich. sitis*o'urt. 














Ever Use This 


For joints of gas, water, steam or air piping 
nothing equals Dixon’s Pipe-Joint Com- 
pound. It makes tight joints but never sets. 


sample Can Free 


If you want to test Dixon’s Pipe-Joint 
Compound for yourself, write to us for free 
sample can No. 37-D—You’ll like It. 


Joseph Dixon Crucible Co., Jersey City, N. J. Joseph Dixon Crucible Co., Jersey City, N. J. 

















Let us make up a Mould for you 


that willturn out a51b.bar of solder or lead with your name,city and state on it. It’s a source 


of everlasting satisfaction to own one. The price is not prohibitive either. Write for circular. 


THE EUREKA MOULD, MEDFORD, MASS. 














i LAWSON 











PRICES ARE RIGHT 
ON MONASH STEAM PRESSURE REDUCING VALVES 


AND REMAIN THE SAME 
WHETHER SPECIFIED OR NOT 


WRITE FOR INFORMATION 


New Yor« MONASH - YOUNKER CO. CHIcaco 





























service, Economy | 
Simplicity in con 
in Durability 


HEATERS 


reputation. The most 
most satisfactory range 
market. 


Homestead, Pa. 


For Efficiency in 
fuel consumption, 
struction, and 





Fifty complete designs, showing piping and con- 
nections for all kinds of private and public buildings. 
These charts show clearly how to apply a correct system 
of plumbing to meet practically any conditions. 

This pamphlet covers many details omitted in the average 
text book. It is plumbing at a glance. 






















have a world-wide 
generally used and 
boiler heater on the 


LAWSON MFG.CO. 















Price, 25 cents, postage prepaid. 


DOMESTIC ENGINEERING 
——- CHICAGO 
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Most Jobbers 


gs KNOW 


this new 4% 


FULLER 
BATH GOCK 


Anyway we have landed a good 
a sized order from all who have seen 
“Good Quality Goods” it and taken the time to examine It. 


THE GENERAL VERDICT IS 


that ‘‘ BURLINGTON” is. a guarantee of superior goods, goods that 
come right up to the most particular needs. If you are a jobber 


WE WOULD LIKE TO SEND YOU SAMPLE AND PRICES 


ive roren vres BRASS WORKS 


BURLINGTON - WISCONSIN 











ae a ae ee. 


pe! on r FOR 
3 RECEIWERS © TESTED & 
STEAM TRAF 
YES REGULATORS ‘4 


ee 


SELL FLOATS 


| NAUGATUCK MFG.CO NAUGATUCK, CONN 










































Pipe Threading and Cutting 
TOOLS 


Write for catalogues showing the most complete line of 
¥%-inch to 16 inches for Hand, Belt, Engine, and with 
Electric Motor Attachment. We can furnish Bolt- 
Threading Attachment for these machines. 

We also make Erie Pipe Hangers, Erie Malleable 
Unions and Malleable and Gray Iron Pipe Fittings. 











Jarecki Manufacturing Co., Erie, Pa. 











a 
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Mercury Heat Economizer 


FOR HOT WATER PLANTS 


SAVES FUEL LESS RADIATION 


REQUIRED 
AND SMALLER SIZE PIPE 
AND FITTINGS 





INCREASES CIRCULATION 


WORKS 
AUTOMATICALLY 











SURE REMEDY FOR 


INCREASES RADIATOR FAULTY PLANTS 


EFFICIENCY — 
APPROXIMATELY 
25 PER CENT 














EASILY INSTALLED 


Economizer Attached to 
Expansion Tank 





The Uyfimaxs Mercury Heat Economizer possesses several characteristic advantages which 


make it superior to all others. All progressive steamfitters should investigate the merits of this 
highly successful, though simple, device. Our new booklet illustrating and describing same, sent free 


on request. 


SIelloggMachaylameron Co 
KlymaxBoilers & KEWANEE Radiators 
Heating and Plumbing Supplies 


General Offices “#LWC” Building 
CHICAGO Seattle 





Minneapolis 
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Specify 


The MENLO 


Boiler 








For Steam or Water Warming 
IN SIX SIZES 








CAPACITY : 
Water, 165 to 750 sq. ft. Steam, 275 to 450 sq. ft. 











WRITE FOR CATALOG. 


THE H. B. SMITH CO. 


Manufacturers of Boilers and Radiators 
WESTFIELD, MASS. 


Pacific Coast Agents: | SALESROOMS: | European Agents: 
HOLBROOK, MERRILL & STETSON, | . 39 E. Houston Street, New York. | AUGUST EGGERS, 
Oakland, Los Angeles and 728 Arch Street, Philadelphia. Bremen and New York. 


San Francisco, Cal. 138 Washington Street, No., Boston. | 





IMPERIAL PRINCESS 
Single, Two and Three Column Steam and Water. Single, Two, Three and Five Column Steam and Water. 
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KEWANEE 












is the one word synonymous with GOOD BOILERS. 
Kewanee Boilers are good boilers. We make them 






good. We have been making good boilers for so 
long that we have the habit. We can’t make them 







any other way. We can’t help it, and don’t want 






to. If you have been using them, you know it is so. 





If you haven’t been using them, you ought to. 








Drop us a Line 


and tell us to send you some good reading. 
We have books describing the largest and 
most complete line of steel and wrought-iron 
heating boilers, power boilers, tanks and 
tank heaters, manufactured in this country. 
We want your business, your friendship, 
and some of your money. Hook on friends, 
you run no risk whatever. We will see that 








you get your money’s worth— 


KEWANEE BSILER COWVANY 
KEWANEE, ILLINOIS 











PLEASE MENTION Domestic ENGINEERING WHEN WRITING ADVERTISERS. 





xx 0 DOMESTIC ENGINEERING 














Sectional View of the Best Hot Water Heater 


a - Ohe 
: IMICO Diamond 


Note the Diamond 
Corrugations on each 
section and in fire pot 


MADE ONLY BY 


Illinois Malleable Iron Co. 
CHICAGO 
Write for catalogue showing complete 


line of modern steam and 
water heaters 





























Obstinate as a Missouri Mule 


That is the talk you hear every day until you see a 








Peterson — #74 

Push Nipple A : 4 J 

Radiator . 
Vise 





IN OPERATION 

















The Peterson way. See that smile of satisfaction ? This is the old way that makes 
you say things’’. 


IT SAVES TIME, TROUBLE AND TEMPER. = Get in touch with me Mr. Steamfitter 
if you want to know how you can doa better job with less labor and no uncertain, slip shod job 
either. The Peterson Vise works just as easy as falling off a log. Send today for circulars. 


H. L. E. Peterson, ssstcuer 91 Douglass Ave., Elgin, Ill. 
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ohe “BELER” 


Automatic Thermostatic Instantaneous Water Heater 


You may beat about the 
bush but you can’t 
beat a ‘‘Beler’’ 


Sforage Tank Heater 


The ‘‘BELER’’ Double Copper Coil Storage 
Tank Heater, for both manufactured and 
natural gas, suitable for connection with 30 
to 40 gallon tank. 





The No, 4, Giving Four gallons of steaming hot 
water, now ready for immediate delivery. 
GUARANTEED for one year, free 
from all defects in material 
and workmanship 





The ‘‘BELER” Double Copper Coil Storage Tank Heater 


The ‘‘Beler’’ Water Heater 


CONSTRUCTION 


The most simply constructed heater on 
the market, all parts being accessible by 
opening the doors (no springs), which com- 
prise the front half of the heater. (See cut.) 


VALVE 


Our patent Automatic-Thermostatic Pres- 
sure Regulator is an entirely new device for 
the regulation of the Gas in Instantaneous 
Water Heaters, and is constructed without - 
the use of springs in the water chambers, no 
plungers to stick, or stuffing boxes to corrode. 
ABSOLUTELY SAFE AND RELIABLE. 


BURNER 


Our. new Hydro-Carbon Burner, con- 
structed without the use of gauze, and giving 
the highest efficiency and greatest combus- 
tion, absolutely non-corrosive. 


WRITE FOR OUR PRICES 


BELER WATER HEATER COMPANY 


627 Second Avenue, PITTSBURGH, PA. 





The "BELER” Automatic Thermostatic Instantaneous 
Water Heater 


PLEASE MENTION DoMESTIC ENGINEERING WHEN WRITING ADVERTISERS. 





xx a 








THE CROWN 


“TRUE SEAL” 


ALL CAST TRAP 


has all the good qualities of this 
style trap with added features 


Body all Cast 
in One Piece 


Clean-out 
Plug 
always under 
water 


Made in 1%-inch size. 
GET OUR PRIGES 
MANUFACTURED BY 


The Crown Brass Co. 


CLEVELAND, OHIO 






Clean-out 
Plug 





Br 


Trade-Mark 


g001-g Desmond Avenue 
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A Good Money Maker 


This portable Vacuum House-cleaning machine will earn 
from $25 to $50 per day--expenses about $6.00. Latest and 
best method for cleaning carpets, rugs, upholstery, draperies, etc., 
without removal from the house. 5 out the dust into tanks 
in the wagon. In big demand the year ‘round for homes, churches, 
theatres, halls, stores, etc. A clean, legitimate, independent busi- 





ness, at prices, netting ftom 

$3,000 to $5,000 per year so hantlieg 

Wagon Agents men with about $3,000 capital, Some 
anted customers are operating as many as 

If you don’t care to buy, | four outfits. Exclusive territory with 


srhaps you can - 5 — no competition or risk. We 
g commissions o ive 4 - 
agents who can find custo- .elp you get the business. 
mers for our wagon outhts. | tive literature to responsible parties 
with necessary capital. 


Particulars to those who 
mean business and can fur- 
We also install stationary vacuum cleani 
plantsin residences and buildings of all hinds 


nish references. 
AMERICAN AIR CLEANING CO. 
MILWAUKEE, WIS. 
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HARVEY’S 


GATE 
VALVE 


Discs interchangeable. 
Can be packed either 
opened orclosed. Full 
weight, first-class ma- 
terial, superior finish. 


Made in Brass and in 
Iron Body, both screwed 
and flanged. Bell ends. 
Rising stem and yoke, 
Standard, medium or ex- 
tra heavy. For water, 
steam, gas or oil. 





Send for Circular. 


A. HARVEY’S SONS MFG. CO., Ltd. 


Manufacturers of Steam, Gas and Plumbing Goods 
DETROIT, MICH. 























SWIMMING POOLS 


Announcement of the recent publication of the only book treating of the 
construction of ‘‘Swimming Pools.’’ 


Fugitive articles in engi- 
neering papers have until 
now, constituted the litera- 
ture of the subject. For the 
first time there has_ been 
gathered in book form the 
necessary data to permit the 
design and installation of 
swimming pools in any other 
way than by patient and la- 
borious individual research. 
This inexpensive and fully 
illustrated book gives the 
methods of construction; 
waterproofing; cold and hot 
water supplies; methods of 
heating the water by feed 
water heaters, by hot water heaters, by live steam, 
by injected steam, by exhaust steam, by steam and 
hot water heaters combined, by submerged coils, and 
by special forms of heaters; it gives the methods of 
arriving at the size of the heaters necessary to heat 
the water; it shows illustrations of types of these 
various installations. 

Its author is Jno. K. Allen, Esq., Honorary Member of the 
Chicago Architectural Club; Member of the American Soctety of 
Inspectors of Plumbing and Sanitary Engineers; Associate Member 
American Society of Heating and Ventilating Engineers; Editor 
of ‘‘Domestic Engineering’’; author of ‘‘Sanitation in the Modern 
Home,’’ etc., etc. 

‘The book is 6144x4% inches; contains 63 pages and 
30 illustrations; bound in boards. Price SOc postpaid, 


DOMESTIC ENGINEERING, 49 N. Jefferson St., Chicago 
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“It’s a Lead Pipe Cinch” 

















We Lead in Lead 


THIS PLANT MAKES SEC- 


AT We carry the largest stock in the West. Prices 
TION ASBESTOS STEAM the lowest. WE WANT YOUR TRADE. No 
PIPE & BOILER COVERINGS order too large or too small for us to fill promptly. 
ASBESTOS CEMENT—ASBESTOS PAINT HEADQUARTERS 
ASBESTOS BLOCKS—ASBESTOS PAPER OOS 2 ee 
WOOL FELT COVERING—WOOL FELT FOR LEAD FIPS, PES LEAD, SUES! 
LEAD, BABBIT METAL, SOLDER 


PAPER. WRITE ME FOR PRICE LISTS 


NO TROUBLE TO QUOTE PRICES 
L. M. CRAWFORD The Colorado Lead Works Co. 


1901-9 CLAY ST., DENVER, COL. 1516 Blake Street, Denver, Colorado 





























Save ‘4 in Radiation! 


BY USING THE 


PHELPS HEAT RETAINER 


IF YOU WANT TO SAVE ONE-FOURTH OR MORE ON YOUR RADIATION, 
PIPING AND FITTINGS ON YOUR NEXT 











Hot Water Heating Job 


try the PHELPS HEAT RETAINER. If it does not save you all we claim, i 


send it back at our expense. It can’t help doing it as the principle is so simple 
and natural, and then there’s 


NO MERCURY 


to be drawn back into the system and lost. 
WRITE US TODAY FOR OUR CIRCULARS 
+ 
Ideal Heating Company 


OSKALOOSA, IOWA 


PLEASE MENTION DoMESTIC ENGINEERING WHEN WRITING ADVERTISERS. 
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Mail us 
the Coupon 
Today. 
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LEGITIMATE GOODS 
FOR 


THE LEGITIMATE TRADE 


WE CARRY EVERYTHING IN THE 
LINE OF 


Plumbing Supplies 


In ready stock for 









“= 


All Orders 
Shipped Same Day 
Received. 


QUICK SHIPMENT. 


— 


— = 






ff 


we 


Our 
Department of Steam and Hot Water Heating 


| 


' 
‘t 
} 





(MT 
Veayanye 


y 


Warrants special mention. We are 
prepared to furnish Heaters on short 
notice for any purpose. 


ALL GOODS GUARANTEED. 





(ttf 


TELL 


Do You Know our “WESTERN” Closet Seat Hinge? 


They’re made of wrought brass. We have sold over 15,000 of 
them and never had one come back for any reason whatever. Our 
“Western” Closet Seats with the “Western” wrought brass hinges 
are practically indestructible. 


“%G.  <% 
@% Qn, 1%, 
ss, “, WATER CLOSET TANKS. 
Fe % 
%, “ig: b We manufacture, and carry in stock, a full line of Tanks. They have a 


piano polish finish in styles to match any woodwork and also white enamel. 
A special inter-lining prevents all sweating that causes decay and 
warping of the wood. As to appearance there’s nothing like them 
for elegance. We carry a medium grade tank also. 


FILL, OUT COUPON TODAY. 


Western Plumbing Supply Co. 


20-22 Desplaines St., CHICAGO. 
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USE THE 


KEWANEE” BOILER COUPLING 


Ironke 









\ eRLL 


NNN 


GET 
THE 
BEST 





“KEWANEE” BENT COUPLING 


The “KEWANEE” COUPLING has the 
famous “KEWANEE” advantage 


Brass to Iron Ball Joint 


THEREFORE: Norust; No gasket; No leaks. Easy to disconnect 


Severely Tested 


(Compressed air 
under water ) 





Iron parts 
Lube ee heavily 
galvanizéd 
“KEWANEE” STRAIGHT COUPLING 
General Sales Offices: Pittsburgh, Pa. 
DISTRICT SALES OFFICES 
New York Chicago St. Louis San Francisco 
Pittsburgh Philadelphia Denver Atlanta 
New Orleans Seattle Portland Salt Lake City 
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SIMPLICITY IS THE KEYNOTE 


OF THE “SANDUSKY” PIPE THREADING MACHINE 


It is not a'compli- 
cated machine, but 
does the work in 
the most superior 
way. 


There are many 
points in which the 
- “Sandusky” Machines 
differ from all others. 
All desirable features 
are secured in the 
most direct way, all 
superfluous parts 
being eliminated. 





Our circulars tell 
the whole story 


THE THREADING MACHINE CO. 


SANDUSKY OHIO 




















Steam 
Traps for 
High 
Service 


Always in 
Stock for 
Immediate 
Shipment 


Uncondi- 
tionally 
Guaranteed 








WORKS~—BARBERTON, OHIO 


Pittsburgh Steam Traps 


i » The most satisfactory trap ever invented. 
Sr Te ° ° 
MO 5 ere ieee! More used than all other kinds combined. 


Ere 


cs Pittsburgh Valve & Fittings Co. 


General Offices and Works, BARBERTON, OHIO 


We make all kinds of Valves and Fittings 




















Prominent Master Steam 





CHAS. A. GEOGHEGAN, OF NEW YORK. 
Re-elected member of the Board of Directors 
of the National Association of Master 


Steam and Hot Water Fitters. 








P. GORMLY, OF PHILADELPHIA. 


Lmao] 


Association o 
and Hot Water Fitters 


Ex-president of the National 
Master Steam 





and Hot Water Fitters 











GEO. H. ZEILLERS, 
2e-elected member 
of the National 


Steam 


OF WASHINGTON, DPD. Cc 
of the Roard of Directors 
Association of Master 


and Hot Water Fitters 


GOMBERS, OF NEW YORK 
National Association oo 
Hot Water Fitters 


HENRY B. 
Secretary of 
Master 


the 


Steam and 
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Be sure you are getting a Genuine 

‘Cp: Stillson Wrench when 
_you pay good money 
y for it. 






Look for the 






If your 
dealer does 

not keep the Gen- 
uine Wrench write 


THE WALWORTH MFG. CO. 
128-136 Federal St., Boston Park Row Blidg., New York 


European Agents: 
Aug.Eggers, Bremen,Germany; H.Munzing,180 Upper Thames 8t.,London,England; H. Munzing & Co.,Paris,France 

















If you are looking for the very 
best material on that heating 
job, drop a line to the home of 


TRITON RADIATORS 


and we will tell you all about them 





UNITED STATES RADIATOR CO. 
DUNKIRK, N. Y. 


BRANCHES: NEW YORK WASHINGTON CHICAGO MINNEAPOLIS 
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PLUMBING HEATING LIGHTING MILL SUPPLIES 
Weekly, $1.00 a Year. Chicago, Saturday, June 20, 1908. Whole No. 810. Vol. XLIIL. No. 12. 
° T < FOUL be < de 4 ing tro ; Ic 
The Annual Round Ups serene Lane would ' i beginning from which 
other advances could be made. 


June and July are convention months. This issue 
contains the proceedings of the National Association 
of Master Steam and Hot Water Fitters, who have 
just held their annual convention at Boston. Next week 
the wholesale and manufacturing branches of the trade 
meet in Detroit. In July the National Association of 
Master Plumbers meets in Boston. What will they 
do? 
* * > 

The men who attend these meetings are among the 
best informed in their respective lines. They know 
the weak spots in the trade armor, and have theoretical 
formule for some kind of a “Smooth-On” which will 
plug up the holes and make the trade’s defense invul- 
nerable. . Will they get their ideas before the trade? 
Will they have enough earnestness and _stick-to-it- 
iveness to get the attention, sympathies and endorse- 
ment of the other delegates? Time will tell. 

* * *x 

However, gentlemen, let us warn you that you must 
either command attention now or wait another year 
without the reforms you know the trade needs so 
much. Now is the time to strike and strike hard. 
Do not procrastinate. 

* « ¥ 

The news columns of ”Domestic Engineering” will 
tell you if the steam and hot water fitters accomplish 
reforms, or whether inertia and apathy were stronger 
than the desire for trade improvements. Next week 
the manufacturers and wholesalers will have a chance 
to render all branches of the trade a distinct service 
if they will take action looking to the establishment 
of model standards of quality of certain lines of goods. 
Another chance for action will not come for months. 
If the spirit of procrastination is strong enough noth- 
ing will be done. If the members of the “Leave us 
Alone” club are out in force, and the reformers are 
timid, nothing will be done. 

* * x 

Take action, gentlemen, for the sake of a trade 
sinking into the mud and mire of competition in price 
and disregard for quality. If you do no more than fix 
standards for soil pipe, and you buyers insist that your 
purchases shall be stamped with the grade and maker’s 
name, you will have begun an imperative reform. 
Some day it must come. Let it come now through 
your action. Do not be afraid. 

* « 7” 

The fear of detection is the greatest deterrent from 
sin. If the makers of every piece of soil pipe were 
compelled by trade custom—and no law of the land 
can be stronger—to stamp every length with its weight 
and name of the producer, the soil pipe evil would be 





* aK * 


The regeneration of soil pipe is easy. The standards 
of weight and grades of quality are already fixed by 
ordinances in many cities. They are quite uniform 
in their provisions. It will require no extensive re- 
search or experimentation to what the 
standards should be. Their adoption by the wholesale 
dealers and an agreement to buy, after a certain date, 
no soil pipe not complying with these standards and 
plainly stamped, would correct 
as of a certain weight, soil pipe below that weight. 


determine 


the abuse of selling, 


* * 4 
No fine-spun logic can make this practice right. 
It is fraud and must be stopped some time. Let that 
time be now. 
* ~ * 
The plumbers have much to do. 
pass this resolution at Boston: 
Whereas, the absence of public water closets and 
urinals in a city is a menace to public health and 
morals and an offense to delicacy and modesty, there- 
fore be it 
Resolved, that we recognize a sufficiency of these 
public comfort stations are an absolute necessity and 
urge the members of the association to petition the 
authorities of their respective cities to construct and 
maintain such stations in suitabie locations. 


They can, at least, 


* * * 


Last year the majority of the dealers in building 
materials had all the trade they could handle. Busi- 
ness this year has been fair, as shown by the building 
records, but there is room for considerable improve- 
ment, and right here is where members of the plumb- 
ing and heating trade can do some good missionary 
work in their own localities by calling attentidbn to the 
fact that building materials can be secured at lower 
prices and will be delivered more promptly and in a 
more satisfactory manner now than during either 1906 
and 1907. ‘To illustrate this point we herewith 
actual figures from the American Lumberman, secured 
by a gentleman in Cleveland build 
The 1907 prices were made during the latter part of 
that year and the 1908 prices this month: 


show 


who wished to 


Per cent. 


1907 L9OS Decrease. 
Masonry and grading $1,329 $944 29.0 
eg) eee 585 313 46.8 
DE, 406040666 s sen eee §49 500 91.9 
DT eccaneeseceucs 730 570 29 0) 
ne ee ee 530 100 945 
Lumber, $4 to $6 a thousand less or i325 


This condition of affairs will probably not last very 
long and the should be 
order to be enabled to profit by the present oppor- 


general public informed in 


tunity. 
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Pittsburgh’s Model School Building 


Description of Sanitary Appliances used in the Lincoln School and which are attracting 
attention throughout the United States 


By ELMER CRAWFORD 


A very interesting sanitary equipment was re- education of the pupils was soon found to be inade 
cently completed in the Lincoln sub-district school quate and in 1883 under the then existing board of 
at Pittsburgh, Pa., under the supervision of Archi- directors large additions were made for accommo- 
tects Dean & Stophlet, of that city. dating the increased enrollment of pupils by erect- 
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The Lincoln Sub-District school in Pittsburgh, Pa. 


This school is the oldest in the Twenty-first ward. ing two wings to the original structure. The build- 
The original building was erected in 1869, when ing fronts Lincoln avenue and is located on a large, 
the Board of Directors consisted of David R. Kuhn, irregular plot of ground extending through 
president; John T. Wilson, secretary; Samuel E. Frankstown avenue. 

Ross, treasurer; Samuel Chadwick, Henry Torrens, While ample provision was made for caring 
George M. Young (none of these men are now _ pupils attending the school, the sanitary arrang 
living). With the rapid growth of population in ments were antiquated and in no way up to 
this section, the provision made for the care and requirements of modern sanitary laws. The pres 
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board of directors, Messrs. E. L. Stratton, presi- 
dent; George M. Hunter, secretary; E. C. Chal- 
fant, treasurer; J. C. Stewart, T. B. Rodgers and 
W. C. Miller, undertook the work of remedying 
thts important defect. It was found upon examina- 
tion by the architects that new sanitary equipment 
was a necessity, and that the basement rooms al- 
lotted for the purpose were low, dark and poorly 
ventilated. 

Complete remodeling and new installation was 
the only recourse. Accordingly, under the author- 
ity of the School Board and the direction of Archi- 
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used for election purposes was plastered and made 
entirely new. Air ducts to connect with the venti- 
lation stack were constructed parallel with the par- 
tition wall dividing the two toilet rooms, and a 
constructed the end of the 


from additional 


separate duct across 
girls’ toilet to receive the vent 
closets placed at this point. In rear of the urinals 
ot the boys’ toilet, a duct was also constructed, all 
being connected with the ventilating stack. 

An opening to the stack was arranged from the 
boys’ toilet to place and care for the heating device 


inserted to create the requisite draft to remove all 




















Girls’ toilet room in the 
tects Dean & Stophlet, the work of installing a mod- 
ern sanitary equipment was undertaken. 

As a preliminary, the basement was lowered by 
excavation; the light wells were also lowered and 
the windows enlarged to admit abundance of light. 
New basement entrances were also provided and 
under that part of the building forming the original 
A room 


structure, a large plavroom was provided. 


Lincoin school at Pittsburgh, Pa. 
fumes or gases and change constantly the air in the 
toilet rooms. 

These preliminary steps being accomplished, con- 
sideration was then given by the architects and board 
to the fixtures necessary to complete the work. In 
selecting these, special attention was given to their 
sanitary features and qualities. 


[;xamination of many devices and patterns finally 
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led to the adoption of a particular school fixture, 
described as the “Recio”’ closet, junior pattern, with 
This 


vitreous china and possesses the merit of being 


seat acting tank. closet is constructed of 


absolutely non-absorbent. It has a large raised 
vent, which connects with the underside of the 


flushing rim and continues up and above the top 
rim of the closet, which forbids any overflow into 
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cement floor. There are sixteen closets in the girls’ 


toilet room and fifteen in the boys’. All are ar 
ranged along the wall against which is the air duct, 
12x18 inches inside dimensions, into which leads 
from each bowl its separate specially designed raised 
seat vent and against the air duct, above the closets 
are fixed the flush tanks. 

In the boys’ toilet room twelve urinals are com 
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Boys’ toilet room in the 


the air duct in case of clogging, but provides an 
unobstructed the all 
while the closet is in use, and when not occupied 
The tank 1s 


escape from bowl of fumes 


acts as a ventilator for the room. 
enameled inside and outside. 

The urinals are of earthenware construction, semi- 
circular in form, with pilasters, tops and special 
ventilating connections to the air duct. It is flushed 
intermittently by an automatic tank. The lavatory 
rooms are fitted with thirty-one of these junior 


“Recio” closets, having seats 13 inches from the 


Lincoln school at Pittsburgh, 
closets at 


Pa., showing urinals at the left and entrances to water 
the right. 


pactly ranged along the opposite wall from the clos 
ets, all with sunken bowls, specially designed vents 
and joined in pairs with neatly designed columns 
or pilasters and all set in solid cement in the floo 
and against the wall. 

All bowls and urinals are securely trapped in! 
the sewer opening beneath the floor. 

To Rogers Bros., of Collins avenue, Pittsbu: 
was intrusted the installation of the entire sanita: 
equipment and when it was completed Chief Sa 
tary Inspector Isaac Carver, of the Bureau 
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Health, said that “the Lincoln sub-district school 
has the best sanitary equipment to be found any- 
where.” 

The careful designing of the architects, Dean & 
Stophlet, the skilful 
Bros., and the excellent quality and design of the 
sanitary supplies furnished by the Fort Pitt Supply 
Co., of Pittsburgh, are all summarily commended 
bv this one comprehensive comment. 

The class and quality of material and fixtures 
used in this work is deserving of notice from all 


workmanship of the Roger 
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The Best Method of Trapping 
Rain Leaders 


By William Hey, Plumbing Inspector, Portland, Ore. * 


Rain water should never be run to house drain 


or sewer 1f same can be avoided. but should be 


run to street curb. 

If rain water is run to sewer or house drain and 
connected to gutters of building with tin or sheet 
metal leader pipes, then all leader pipes should be 
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Toilet room in the Lincoln school 
school boards or public institutions requiring public 
toilet rooms. Hotels, office buildings, court houses, 
and club rooms will all find in this modernized old 
Lincoln sub-district school building, the highest 
model and the best working example of the perfect 
and hygienic sanitary engineering known. It is an 
equipment that can be applied to any school building 
or other public building, old or new, that has an 
available shaft or stack into which can be led the air 
ducts and where a burning gas jet can be safely 
used. 


at Pittsburgh, 


with doors open showing closet combinations 
trapped, and traps supplied with fresh water from 
the nearest flush tank of water closet. 

If rain water 1s connected to the sewer or house 
drain with X. H. 
steel pipes and connected to roof gutters, by means 


of lead or copper drawn tubing, with wiped joints 


cast 1ron or galvanized iron or 


and brass ferrule or soldering nipple, and tested, 
and not within twelve feet of any window or air 








meeting of the American Society 
held mn 


at the third annual 
Plumbing and 
10-12, 1908. 


“Read 
of Inspectors of 
Chicago on February 


Sanitary Engineers, 
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shaft, I see no reason for trapping same. The 
to connecting rain water lead- 
ers to street sewer is the small capacity of many 
sewers. Such connections have often during heavy 
rainstorms filled the sewer, backed up into base- 
ment of buildings and overflowed at basement fix- 


main objection 
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tight at the time, we have the same condition of th 
packing deteriorating and eventually leak, whict 
will only be discovered by sickness and odors. 

I wish to call your attention to the different meth 
ods in making these connections. You will have 






















































































tures. If rain drain of building is connected to ’ 
house drain and the main sewer is too small, the SV \ 
Same emergency will arise. SS 
In cities where one system of sewers is main- Sq 
tained, the proper way would be to run to curb, as Sy 
the sewers would have more time to carry the rain Z SS | 
watcr away. Z Y S \ 
Y Yj N SS \ 
The Safe Use of Slip Joints in <€JDc]éMl)y))yofndJI~C-N 
Plumbing Systems UMYypqyqyw@UI 
| rroyewycJp. WY 
By Harry W. McVea, Plumbing Inspector, Omaha, Neb.* UZ Yy Hi J INN 
VU MEME i :-IH~NS 
v= an aman IS day of modern plumbing with : Yy Mie Uy YH IN S : 
Fe eh its open fixtures and the use of iron = MseeeeeewI=@Q\\\ 
| ” | and brass pipes in supplies, wastes MME YY S | 
and vents, has brought into univer- tj Hy Ye Yy YI NS 
sal use the slip joint, as a means of Mts HY RSSy 
connecting, and its use has become a ty Y Yj N \ 
great means of rapidity in the con- J : MMA Ys SS \ 
struction of plumbing. This con- Vj NWN { 
nection in my opinion has more op- Gy WINN } 
portunities for defectiveness than any other part of i CUA] MW 
the system. I have thus in mind a slip joint on a Gy, 8 WINN 
lavatory supply in a residence, in which the pack- Gy, WI SNS 
ing blew out while the family was absent and caused Yy Zi S44 \ 
a damage of $1,000. | Uy Vif S | 
have also seen slip joints Uy SS j 
blow off the connections. i. Sg 
because the plumber had te ie wal —— RSF 
been careless and cut  demieieiedel toe Yy SSvy 
the supply pipe a little ae i AD Uy 7 Yigg WNW ( 
foo short end felled to = \- - =.--° YF WY ; Uy NN ' 
secure or fasten the pipe Vi YJ NW 
firmly under the floor, GY NN 
allowing it to pull apart. GY ZN 
While we do not have GY ZZ / 
this danger in the use re | Y KN 
of slip joints on vent Vm \ WISE A AA A ff / Af GLIAL LAY \ 
connections, we have a_ Cross section of type of closet installed in toilet rooms of the Lincoln schoo! at 


greater one to health 
from escaping gases, if 

the connections are made carelessly. In cases where 
no smoke test is made on completion of the work, 


and even if this test is applied and joints prove 





*Read at the third annual meeting of the American Society 
of Inspectors of Plumbing and Sanitary Engineers, Chicago, Feb- 
ruary 10-12, 1908. 


Pittsburgh, Pa. 


(See Leading article in this issue on pages 266 to 269.) 


noticed that in making a connection of a brass trap 
to a wrought iron pipe the end of the wrought iron 
pipe has burrs or a rough surface so that when the 
joint begins to become tight, the packing or other 
substance used becomes torn to shreds and powder 
and simply passes away by suction or decays Dy 















dampness or sewer gases, owing to the fact that 
the traps which are supposed to be 114” or any other 
larger size will leave a space for such accumula- 
tion after being inserted into the same size wrought 
iron pipe. The slip joint also allows roughing-in 
measurements to vary thereby allowing one part 
of the connection to be on an angle and the other 
part straight, and not allowing the joint to properly 
face itself, which will allow one side to tighten up 
and either cut or tear gasket in two and by con- 
stant screwing up the union would finally form this 
gasket into a ball when it would be of no use what- 
ever. 

The slip joint connection does not leave any piece 
of work secure as it does very easily become de- 
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fective even if it has been installed with the great- 
est care, the least jarring for instance in removing 
obstructions can thus render it leaky. I still have 
to Jearn of the first slip joint which does not leak 
after having seen service for any length of time. 

In my judgment their use should be eliminated 
as far as possible both in supply and vent connec- 
tions. In the case of supply connections, especially 
with high pressure, there is a constant danger of 
the blowing out of their packing causing leaking 
at some time or other as the material used in pack- 
ing will deteriorate. There is nothing to recom- 
mend their use except the saving in labor and while 
quite a convenience eternal vigilance added to the 
first cost is the price of a slip joint. 





Master Steam and Hot Water 


Fitters Meet in Boston, Mass. 


The National Association of Master Steam and Hot Water Fitters in Twentieth Annual! 
Convention at the Brunswick Hotel, Boston, June 15-18, 1908. 


Boston, Mass., June 18.—Boston, the town of the 
bean eaters, rich in its historical associations, its 
stories of Puritan hardihood and Pilgrim endurance, 
with its hundreds of historical landmarks, was this 
week the scene of the twentieth annual convention of 
the National Association of Master Steam and Hot 
Water Fitters. 


Hardly a more fitting time could have been chosen 
for holding the convention in Boston for at this time 
of the year the suburbs, for which Boston is famous, 
are more beautiful than at any time during the season. 
Then, too, the 17th of June was a holiday for Boston, 
for it commemorates the anniversary of the battle 
of Bunker Hill and the city is in gala attire. The 
ladies will have occasion to remember that day in the 
future, for they were treated to an automobile trip 
to Bunker Hill monument on Wednesday while the 
association was engaged in selecting its officers for 
the year. 


In the cool, old-fashioned rooms of the Hotel Bruns- 
wick, in Copley Square, the delegates held forth while 
the ladies made use of the spacious parlors of the 
hostelry. Placards directed the delegates to the con- 
vention hall in the eastérly end of the building, where 
each in turn registered. 


Although the session opened Monday morning with 
a large attendance, the registration continued the 
greater part of the following day. The committee was 
much gratified by the large attendance of western 
delegates at the convention. 


Monday, June 15. 


Monday morning the committee on trade relations 
met and transacted its business and in the afternoon 
the board of directors convened, thus clearing the way 
for the opening of the real business session Tuesday 
morning. 

While the mercury hovered about the 90 mark Mon- 


day, many of the members, accompanied by their 
ladies, took the cars to the beautiful grounds of the 
Brae Burn Country Club at West Newton, where a 
match between the Eastern Trade Golf Association 
and a picked team from the National Association of 
Master Steam and Hot Water Fitters battled for s::- 
premacy. 
Tuesday, June 16. 
It was shortly after 10 o'clock on Tuesday morn- 


ing when President John T. Sadler, of Elmira, N. Y., 
announced the opening of the convention in the Bruns- 


wick hotel and greeted the delegates with a few 
words of welcome. He thereupon announced the 
following committees: 

Credentials: A. F. Kenrick, of Massachusetts; W. 


H. Curtin, of New York; N. P. Bishop, of Connecti- 
cut; L. W. Holser, of Michigan; L. W. Butterfield, of 
New Jersey. 

Nominations: A. E. Kenrick, of Massachusetts; P. 
F. Maginn, of Pennsylvania; W. H. Gaylord, of New 
York; J. T. Bradley, of Missouri; George F. Kirkhoff, 
of Indiana. 

Penn- 
Wilson, of 


Constitution and By-Laws: 5S. A. Jellett, of 
sylvania; J. H. Emmert, of Indiana; S. F. 
New Jersey. 


Appeals and Grievances: A. C. Walworth, of Massa- 


chusetts; U. G. Scollay, of New York; W. H. Goet- 
libb, of District of Columbia. 
Ways and Means and Good of the Order: A. B. 


Franklin, of Massachusetts; J. R. Flynn, of 
vania; J. G. Geoghegan, of New York. 

Auditing: C. N. Brize, of New York; J. L. Earl, of 
New Jersey; J. G. Geoghegan, of New York. 


Pennsyl- 


New 


Wal- 


Distribution of Reports: EF. B.. Denny, of 
Jersey; A. N. Chambers, of New York: A. C 
worth, of Massachusetts. 














The President’s Address. 
President Sadler then read his annual address, as 
follows: 


Gentlemen:—! extend to all a hearty welcome to this 
convention that marks the first score of years of the 
existence of our association. 

A welcome to all includes those in our profession 
and business, whether members or non-members of the 
association, manufacturers and dealers, the ladies who 
help so much to make our meetings sociable and enjoy- 





ELMIRA, N. Y. 


National 
Hot Water Fitters. 


JOHN T. SADLER, OF 


Re-elected President of the 
Master 


Association of 


Steam and 


able—in fact, a welcome to everyone who attends the 
convention, trusting that they will understand that 
our purpose in whatever we undertake is to benefit all 
of us. 

Knowing, as we do, what so many conventions have 
accomplished in the past, it is with utmost confidence 
that we gather upon this occasion, believing that the 
outcome of our deliberations will result in doing some- 
thing that will be for the best interests of our trade. 


As members of this National Association, we believe 
in being conservative, not radical, in our actions, and 
yet, when the occasion demands, we must stand firm 
for the right. This we have done in the past, as can 
be testified by a large number of manufacturers and 
dealers, who have discovered that their interests are 
closely bound up with ours, and who appreciate the 
spirit of fairness with which we approach and treat 
matters of mutual interest. There are many manufac- 
turers and dealers who loyally stand with us in advo- 
cating theories, which, when put into practice, are so 
valuable to us as master steam fitters and contractors, 
for the power work in all that the term means, and 
also of value to our friends, from whom we purchase 
material with which to carry on our work 


Our Trade Resolutions are now almost a household 
word with the trade at large. They have been of 


great value as a guide to the trade, although they are 
today not quite the same as when originally adopted 
by this association. 

As the purpose of the association became better un- 
derstood, 


and as conditions changed, we have from 
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time to time modified or increased the scope of th 
resolutions. At the fourth annual convention, held i: 
this city of Boston in the year 1892, Mr. Albert B. 
Franklin, in his address as president, called attention 
to the question of the wisdom of boiler manufacturer 
making plans and specifications. 


Suggestions made at that convention were prompt], 
acted upon and we can report at this time that boiler 
manufacturers claim they do not make plans. The 
present condition in this respect is the result of work 
on the part of this association performed years ago 

That portion of our Trade Resolutions known as the 
Exempt List was never intended to include the making 
of plans, specifications or estimates, but this question 
having come up, your board of directors has recently 
made an interpretation which will appear on the Trade 
Resolutions, and in effect is as follows: Exemptions 
refer only to sales of material, and not to plans, speci- 
fications or estimates mentioned in Trade Resolutions. 
This is nothing new, but is simply an interpretation 
for the benefit of anyone who may have been uncer- 
tain as to the intent of the resolutions in this particu- 
lar. 


While upon this subject I wish to state that we now 
have upon our List in Accord the names of a large 
number of manufacturers and dealers. As the business 
of the country grows, new concerns in ovr line start 
in business, and I would suggest that the names and 
addresses of such be sent to national headquarters, so 
that we can at least invite them to make application 
for a place upon our List in Accord in case they approve 
of our Trade Resolutions. 


I desire to recommend to our members a continued 
and increased interest in our Official Bulletin. Some of 
us remember how it started as our official organ about 
fourteen years ago, to make a few announcements to 
our members. We have seen it grow in size, circula- 
tion and influence, and can appreciate the force of the 
requests made by manufacturers and dealers that they 
be permitted to occupy space in its pages. For a long 
time we refrained from complying with such requests, 
but finally decided to open the pages of the Bulletin 
to all on our List in Acéord, and others*to whom it 
would not be inconsistent with our principles to allot 
space. The Bulletin finds its way into the hands of 
master steam fitters throtighout the United States, from 
Maine in the east to California in the west; from North ° 
Dakota in the north to Texas in the south, in all of 
which states, and between, we have a representation 
on our roll of members. The Official Bulletin had 
a mission, and, in my opinion, performs the particular 
work intended for it to do—to promulgate Trade Reso- 
lutions, to carry the Roll of Honor to thousands of 
men who directly or indirectly are interested in our 
work, to act as a medium through which our friends 
can be made known to our members and those inter- 
ested in us. Hence I repeat my recommendation that 
increased interest be taken in our official organ, “The 
Bulletin.” 

The Report of the Treasurer will be fully up to your 
expectations, and, without anticipating its contents, will 
state that it will prove to be the most satisfactory one 
ever presented to a convention of this association, and 
I extend congratulations to you. Thé Report of the 
Secretary will also contain items of interest. 

The Committee on Trade Relations will also pre- 
sent a report, to which you are requested to give care- 
ful and earnest consideration. 

My thanks are due, and are now tendered to the of- 


ficers, members and committees of this association 
with whom close and cordial relations have been held 
during my term of office as your president. These 
thanks include the staff at national headquarters, 


where but to see and know of the work being performed 
there is to appreciate it. 


With special thanks for the confidence placed in me 
by you, I will close these remarks by repeating the s 
ing: N good workman is like a pair of shears; ¢! 
shut up when they go to work.” 
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Tuesday Afternoon. 

The afternoon session was declared ready for busi- 
ness some little time after 2 o’clock by President Sad- 
ler, when the following reports were read and re- 
ceived: 

Report of Board of Directors. 


Gentlemen:—Your Board of Directors takes pleasure 
in presenting the following report to this twentieth an- 
nual convention: 

Organization of the Board.—The first meeting of this 
board was held at the Arlington hotel, Washington, D. 
C.. on May 22, 1907, and organized by electing Mr. P. 
Gormly, chairman, and re-electing Mr. Henry B. Gom- 
bers, secretary, he having served in that capacity since 
April, 1897. 

Surety Bonds.—Under the provision of the consti- 
tution, the national treasurer and the national secre- 
tary are required to provide surety bonds, and in ac- 
cordance with the terms of this provision both of these 
officers delivered to the chairman of your Board of 
Directors, bonds of an approved surety company for 
the amount specified by the constitution. 

Administration.—By virtue of the authority vested 
in the sub-committee of your Board of Directors, the 
mass of details that accumulated in the interim of the 
monthly meetings was promptly handled. 

Members of the board unable to be present at the 
regular meetings have been in touch with what has 
been under consideration. 

We are happy to state that the acts and decisions 
of the board have been accepted by the members gen- 
erally. 

Our headquarters have been open at all times except 
on Sundays and holidays, members and other friends 
always being welcome. 

Membership.—From May 1, 1907, to May 1, 1908, 
we added to our membership roll fifty-three (53) mem- 
bers. 

The new membership is distributed as follows: 

California, 2: Indiana, 2; Maryland, 1; Minnesota, 4; 


Montana, 1; New Jersey, 5; New York, 18; Ohio, 4; 
Oregon, 1; Texas, 10, and Wisconsin, 5. 


* x 4 x cad * * * * 


A number of additions have been made to the rell 
of members from territory where the association has 
not heretofore been very strong. 

new state association has been formed in North 
Dakota, and it is to be hoped that more progress in 
this direction will be made in the future. TJhis, how- 
ever, is largely in the hands of the individual members 
in states where there are no state associations, and, 
for their encouragement, the Board of Directors will 
say that every aid or assistance that can consistently 
be rendered by the National Association is at your ser- 
vice. 

Under the head of membership, we have to report 
the resignation of one who for many years was a loyal 
and well beloved member of the Washington (D. C.) 
Local Association. His advanced age of eighty-three 
years compelling his retirement from active business 
induced Mr. Walter Higgins, of Washington, to resign, 
but his fellow members in Washington were loath to 
part with him, and so made him an honorary member 
of the Washington Local Association. 

Your Board of Directors also feels that we should 
have his name upon the roll of this National Associa- 
tion, and therefore recommends that Walter Higgins, 
of Washington, D. C., be elected an honorary member 
of this association. 

Under this same heading of 
called upon to note the loss of one 
made an honorary member, because he 
all time. 

By the demise of Enoch Rutzler, of New York, which 
occurred on February 29, 1908, we lost a former pres- 
ident of this National Association. Your Board of Di- 
rectors at a meeting held at headquarters on April 7, 
1908, adopted suitable resolutions, which were pub- 


membership, we are 
who cannot be 
has left us for 
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lished in the April, 1908, issue of our “Official Bulletin 
a copy, engrossed in book form, has been delivered 
to the family: a copy has been engrossed, which, to- 
gether with a picture of Mr. Rutzler, has been framed 
and now hangs on the wall at our headquarters. Your 
board recommends that this association in convention 
assembled ratify the action of the board, and thus in 
a way pay tribute to a man whom we sh: ll miss. 

Finances.—* * * Your treasurer’s report and the 
various detailed statements to be presented to you will 
show the condition of our treasury at the present time, 
as well as in vears gone by. 





INDIANAPOLIS, 


JAMES M. HEALY, OF 
Re-elected Vice-President of the National Association of 
Master Steam and Hot Water Fitters. 


Chairman 
Joerd 


Official Bulletin.—President Sadler and 
Gormly have acted as a sub-committee of the 
of Directors on “Official Bulletin” matters. 

The editorial work and details in connection with the 
publication of the “Bulletin,” including the advertising 


department, have been in charge of our secretary, Mr. 
Gombers. 
& * « « *~ - * * 
Committee on Standarization.—This committee had 


been at work in a quiet way obtaining data necessary 
to have in order to make a report to the association, 


which may be expected during the sessions’ of this 
convention. 
* x « « ¥ ‘ " « « 
Respectfully submitted, 
(Signed) P. Gormly, chairman; Wm. J. Baldwin, Jr., 


John F. Buerkel, 
Geoghegan, James M. 
H. Zellers. 


Edward B. Denny, Charles 
Healy, John T. Sadler, George 
Treasurer's Report. 


Your treasurer respectfully submits the following re- 


port: 
Cash on hand May 1, 1907.......$ 5,428.70 
Receipts, May 1, 1907, to May 1, 
ri ak eid we ees 19,097.54 
Making a total of ) $24 526.24 
Kxpended, May 1, 1907, to May 1, 1908 15,477.82 
Cash balance, May 1. 1908.. eer ee $ 9,048.42 


submitted, 
Baldwin, Jr., Tr 


Respect fully 
(Signed) Wm. J 


asurer 
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The credential committee’s report, showing 354 dele- 
gates in attendance either in person or by proxy, was 
thereafter received. 


Wednesday, June 17. 

When the convention came to order Wednesday 
morning it went into executive session immediately 
and remained until about 11:30, when President Sadler 
called the members to.order in open session for the 
annual election of officers. 

Election of Officers. 

The election of officers for the ensuing year resulted 
as follows: 

President, John T. Sadler, of Elmira, N. Y. 

Vice-President, James M. Healy, of Indianapolis, Ind. 

Treasurer, W. J. Baldwin, Jr., of New York City. 

Sergeant-at-Arms, John C. F. Trachsel, of Phila- 
delphia. 

Board of Directors: J. T. Bradley, of St. Louis, Mo.; 
John F. Buerkel, of Boston; Edward B. Denny, of 
Newark, N. J.; Chas. A. Geoghegan, of New York 
City; George H. Zellers, of Washington, D. C. 

Following the election President Sadler called E. D. 
Smith, of New York, to the chair to take charge of 
the installation. In his jovial manner Mr. Smith soon 
placed the officers, who were all re-elected, back in 
the ranks, to the amusement of the delegates. 

The association then passed a vote of thanks to 
its officers for their efficient work the past year, and 
highly complimented them on the gains, both finan- 
cially and in membership, that had been made. 

The meeting place for the next annual convention 
will be decided by the directors at one of their regu- 
lar meetings. 

The business sessions of the association were then 
adjourned until next year. 

The customary photograph was taken on the steps 
of the Brunswick at noontime right after adjournment. 


List of Those in Attendance. 

Among the delegates registering at the convention 
were National Secretary Henry B. Gombers and wife, 
of New York city; John C. F. Trachsel, of Philadel- 
phia, the veteran sergeant-at-arms; George H. Zellers, 
of Washington, D. C., a member of the board of di- 
rectors. with the Misses Bertie and Nellie Zellers; 
John P. Gallivan, of Boston, of the committee on trade 
relations, with his wife; C. N. Brize and wife, of 
New York Citv; Mrs. E. A. Roberts, of New York 
City: John F. Buerkel and wife, of Brookline, Mass.; 
Mr. and Mrs. Lewis W. Butterfield, of Orange, N. J.; 
W. J. Outhout and wife, of East Orange, N. J.; William 
C. Vrooman, of Schenectady, N. Y.; James M. Healy, 
of Indianapolis, vice-president. of the National Asso- 
ciation; J. F. Bradley, of St. Louis; George F. Kirk- 
hoff, of Indianapolis; Mr. and Mrs. W. H. Gaylord, of 
Binghampton, N. Y.; F. Eitanence and wife, of Bing- 
hampton. N. Y.; A. B. Weaver, of Buffalo; Frank M. 
Boykin, of Boston, secretary of the Boston associa- 
tion: W. A. Russell, of New York City; Louis A. Col- 
lins, of Geneva, N. Y.; Alfred E. Kendrick, of Brook- 
line, Mass.: Herbert A. Joslin and wife, of New York 
City; John R. Flinn, of Johnstown, Pa.; Fred W. Hoff- 
man, of Johnstown, Pa.: C. W. Sisson, of Boston; 
Charles K. Foster, of Chicago; Henry S. Wasten, of 
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Dunkirk, N. Y.; W. T. 


Smallman, of Boston; G. H 
Chasmar, of Washington, D. C.; E. W. Mandeville, of 
New York City; Mr. and Mrs. J. A. Donnelly, of New 
York City; James A. Longley, of Boston, and Charles 
E. Lawrence, of New York City. 

Among the arrivals at the convention on Tuesday 


were: Pres. John T. Sadler, of Elmira, N. Y., of the 
National Association of Master Steam and Hot Wa- 
ter Fitters; P. F. McGinn, of Pittsburg; Frank Dob 
son, J. L. Wells, Woodruff Dobson, F. A. Wells, F. C. 
Faulkner and wife and T. H. Johnson, of New York; 
L. Moore and wife, of Port Chester, N. Y.; William 
H. Thayer and S. K. Pitman of Boston; W. Jaques, 
of New Haven, Conn.; Ulysses G. Scollay and wife, 
of Brooklyn; Walter E. Colby, of Boston; P. Gorm- 
ly, of Philadelphia; William H. Gallison, wife and 
daughter, of Boston; E. M. Cokefair, of New York; 
F. J. Corbett and wife, of New York; J. G. Geoghan 
and wife, of New York; R. D. Reed and wife, of West- 
field; George P. Flinn and Mrs. Flinn, of Johnstown, 
Pa.; S. F. Wilson, of Newark, N. J.; Ira Budd, of 
Newark; Mrs. W. F. Coppins, of Boston; Miss Ashley, 
of Boston; W. P. Kerr, J. A. Pearce and wife, A. C. 
Walworth, Jr., A. Warren Walker, Howard Wood, 
Charles A. G. Winther and wife, Charles A. Walworth 
and wife and Miss Walworth, Theodore W. Tuttle, 
W. F. Stearns, A. M. Morton and J. Frank Uhler, all 
of Boston; Frank G. Hale, of Oswego, N. Y.; William 
J. Baldwin, Jr., wife and son, of Brooklyn; Mr. and 
Mrs. F. TIT. Buxton, of Nashua, N. H.; P. H. Gallivan, 
of Boston; W. E. Jacobs and wife, of Philadelphia; 
Henry Taylor, of Buffalo; C. F. Ximines, of Worces: 
ter, Mass.; E. M. Nichols and J. E. Mendenhall, of 
Philadelphia; F. C. Booth, of Bridgeport, Conn.; C. H. 
Cheney and wife, of Binghamton; Mrs. B. P. Hall, 
Richard Hamlin and wife, Howard S. Hadden and 
E. E. Maloy, of New York; J. E. Lynch, of Boston; 
Charles S. Wood, of Newark; Mr. and Mrs. W. H. 
Curtis and Miss Carrie E. Curtis, of Brooklyn; W. A. 
Flynn, William Milligan and John A. Creelman, of 
Rochester, N. Y.; A. N. Chambers, of New York City; 
F, B. Cryer, Clifford Cryer and John L. Earl, of New- 
ark; H. W. Jackson, of Philadelphia; C. E. Hersey, 
Mrs. Hersey and Miss Alice M. Hersey, of Minne- 
apolis; G. D. Hoffman, of Chicago; W. F. Gilling, Jr., 
of Boston; F. W. Smith, of New York; E. W. Cox 
and wife, of Boston; John Rowe, of Boston; W. M. 
Mackay, wife and daughter, of New York; Mr. and 
Mrs. W. R. Park, Jr., of Taunton, ,Mass.; Mr. and 
Mrs. C. F. Park, of Taunton; Joseph Graham and E. C. 
Fiske, of New York; James Bride, of Lawrence, Mass.; 
C. H. Hobson and wife, of Lowell; Mr. and Mrs. R. A, 
Keasbey, of New York. 

Among the late arrivals at the convention were: 
J. H. McDonald and wife and Mrs. F. T. Smallman, 
of Malden, Mass.; D. Macfarland, Jr., and wife, of 
Boston; J. W. Woodward, of Boston; Peter J. Me- 
Mann, John E. Chatman, L. H. Norton. A. C. MeAIl- 
lister, Jr., and E. F. Jewett, of Boston: R. E. Warden, 
of Johnstown, Pa.; Thomas Eagan, of Washington, 
D. C.; Walter H. Eagan and Wm. H. Gottlich, of 
Washington, D. C.; J. E. Holland, of Brockton: George 
L.. Bowman, of Boston; B. H. Farrar, Alexander |)u- 
nam and wife, F. C. Scofield and wife, and H. R. Train- 
or, of Boston; Louis D. Collins and wife, son and wife, 
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of Geneva, N. Y.: G. F. Connor and wife, of Lynn; 
Frank H. Fall, of Rochester, N. Y.; E. J. O’Brien, of 
Brooklyn; J. F. Walsh, of Providence; W. G. McCor- 
mick, of New York; J. S. C. Nichols and wife, W. P. 
Hersey and wife, W. A. Jackson, George S. Campbell, 
Jr., and wife, Frank S. Cleghorn, William P.° Chase, 
W. R. Walsh, James H. Walsh, all of Boston; Mr. 
and Mrs. W. M. Whitlock, of Newark, N. J.; P. M. 
Beecher, of Syracuse; George Durand and H. H. Huss 
of New York; P. F. Maginn, of Pittsburg; James E. 
Dobbs, of New York; Arthur M. Norwalk, 
Conn.; Homer Addams and wife, of Philadelphia; John 
H. Foster, James F. O’Keefe, F. A. Rasky, H. E. 
Whitten, A. 
Franklin and wife, all of 


srown, of 


B. Franklin, wife and daughter, Lawrence 


Wm. J. 


,oston: Olway, of 





JOHN C. F. TRACHSEL, OF PHILADELPHIA, 


Re-elected Sergeant-at-arms of the National Association 
of Master Steam and Hot Water Fitters. 


New York; E. D. Smith, Miss J. J. Smith and Miss 
S. A. Martin, of Elizabeth, N. J.; James P. Dwyer, 
Thomas J. Huey and wife, D. S. Huey and wife and 
Miss Ella Huey, Arthur F. Sawver and W. H. Oakes, 
of Boston; John H. Emmert and wife, of Anderson, 
Ind.; A. B. Marshall and M. J. Brosnan, of New York; 
C. H. Sanborn, of Somerville: Frank A. Merrill and 
wife, of Malden, Mass.; Edward B. Dewey and Miss 
Dewey, of Newark; George D. Hoffman, of Chicago; 
and J. F. Brady. of Bridgeport, Conn. 

Among the press representatives at the convention 
were: Charles S. Hughes, of Brooklyn; Frank K. 
Chew and W. W. Macon, of New York, of The Metal 
Worker; Elmer Crawford, of Chicago, and Samuel 
Sayward, of Boston, both of “Domestic Engineering,” 
and S. A. Gilet, of Philadelphia. 


Entertainments. 

Tuesday afternoon the ladies were taken on an auto- 
mobile trip to the Bunker Hill monument, thence 
through Charlestown, past the ruins of the recent 
Chelsea fire, to Lexington, where they saw many his- 
torical points, including the tree under which George 
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Washington took command of the revolutionary army 


in 1775. <A brief stop was made at the Watertown 
Driving Club’s clubhouse, where light refreshments 
were served, and the return trip was then made to 


Boston. 

Tuesday night was spent at Symphony Hall by the 
members of the association and their ladies, as guests 
of the The concert was given by 
the Boston Symphony Orchestra, famous throughout 
the country. 


local association. 


Over the front of the huge platform were letters 
illuminated with red _ lights. The letters were 
“NAMSHWFE,” and a large part of the huge hall was 
entirely given over to the association. 

The concert was in the form of the “pops,” 
little outside of During the 
refreshments 
kinds of 


so-called, 


which is known Boston. 
a long menu 
cold meats, 


domestic cigars 


concert were served from 


containing various sandwiches, 


salads, ice creams, ices, foreign and 
and cigarettes, cider, Rhine, claret and sauterne wines 
and mineral waters. 

On Wednesday 
taken 


of interest 


an automobile ride 


Boston, 


morning was 


about the city of where many points 
were visited. 


Wednesday afternoon carriages conveyed the ladies 


through the mammoth Metropolitan park system, 
through many of Boston’s suburbs and along the shore. 
A stop was made at the Brookline Country Club, 


where light refreshments were served. 
Wednesday evening the annual bowling match be- 
tween a team from the National Association of Master 


Steam Fitters and a picked team from the supply 
men's ranks was held at the Technology Chambers, on 
Irvington street, Boston, in which the Steam Fitters 


won by a score of 1,268 to the Supply Men’s 1,227. 

The ladies also met in a bowling contest at the 
saine time and place and entered the game with great 
enthusiasm, 

Winners in thesé games were awarded prizes upon 
their return to the Hotel Brunswick, after which re 
freshments were served and a social hour greatly en 
joyed. 


Thursday, June 18. ° 


Thursday was “Walworth” day at the convention, the 
entire delegation being tendered a trip down Boston 
Harbor on one of the Nantasket line steamers by the 
Walworth Manufacturing Co., of Boston. . For 
hours the party about the 
points of interest and listening to stories of “ye olden 
tymes” when the Boston Tea Party held sway. Upon 
arrival at Nantasket the availed 
themselves of the opportunity for a cold plunge into 
the cool waters of the Atlantic. 

Then came the shore dinner at the Palm 
Paragon Park, the chief amusement spot at the beach. 
a most tempt- 


two 


steamed harbor, visiting 


many of delegates 


Garden of 


There was fish in abundance, cooked in 
ing manner, and served by the following menu: 


Steamed Clams. Clam Chowder. 
Radishes. Olives. Cucumbers 
Roiled Live Lobster. Baked Bluefish. 


String Beans. Peas. 
Assorted Cake. 


Potatoes a la Julienne. 
Watermelon. Ice Cream. 


Coffee. 


Cigars. 
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Many of the delegates, after eating the 
dinner, declared it to be worth the entire cost of the 
trip to the old Bay State. 

After dinner the delegates were given an opportunity 
of enjoying the attractions at the park and the beach 
and the return trip to Boston was made at four o'clock. 

On the flag staff of the steamer was a large white 
flag with the “Walworth Manufacturing Co.” 
upon it. Handsome souvenirs consisting of a button 
attached to a blue silk ribbon with the words “Wal- 
worth day. June 18, 1908” on them and with a tiny 
genuine Stillson dangling from them, were 
given each guest. 


western 


name 


wrench 


The party was in charge 
of George T. Coppins, 
secretary of the Wal- 
worth Mfg. Company and 
W. P. F. Ayer, assistant 
secretary of the company, 
with a corps of able assis- 
tants. During ithe con- 
vention the Walworth 
Manufacturing Co. had 
Room K at the Hotel 
Brunswick, where many 
of their products were on 
exhibition. Within easy 
reach of the guests were 
liquid refreshments and 
boxes of domestic and 1m- 
ported cigars. 

The Walworth Mfg. 
Company is one of the 
oldest, if not the oldest concern of its kind in business, 
and the pioneer company in the steam heating indus- 
the United States. 


With the Supply Men. 


The J. L. Mott Iron Works was well represented by 
Pearson, of the New York office of the com- 





Ww. ws 
Assistant. Secretary 
Walworth 


AYER. 

of the 
Mfe. Co., 

of Boston, Mass. 


try in 


George I. 
pany. 

C. A. Ball. of the Illinois Engineering Co., of Chi- 
cago, was also in attendance meeting old friends and 
making new ones. 

L. D. Collins, of the Collins Iron Works, of Geneva,’ 
N. Y¥., was early on the ground renewing acquaint- 
ances with old friends. 

H. L. Cochrane, of the Boston office of Crane Com- 
pany, of Chicago, was busily engaged in looking after 
the welfare of his house. 

H. H. Hess, of the United States Heater Company, 
of Detroit, Mich., was there in the interest of his com- 
pany’s popular line of boilers. 

C. F. Simms, of the Central Supply Company, of 
Worcester, upheld the interests of the “Sure Seal” sys- 
tem of heating for his company. 

O. P. Simler was one of the earliest of the supply 
men on hand, coming from the home office of the Union 
Radiator Company, of Johnstown, Pa. 
line of pipe 

the Hoefer 


Interesting literature devoted to its 
threading machinery was distributed by 
Manufacturing Company, of Freeport, III. 

R. H. Stiles, of had a line of talk about 
Simpson Brothers that made all sit up and take notice. 


Joston, 
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E. W. Mandeville and Mr. Taylor, of the Herendee: 
Manufacturing Company, came early. They are bot’ 
artists in dispensing hospitality of the Furman brand. 


O. C. Dosossoit, manager of the Boston office of th. 
Hohmann & Maurer Manufacturing Company, wa- 
about the hall and corridors renewing 
friendships. 

F,. W. Foster, of the F. W. Foster Manufacturine 
Company, Boston, a “past veteran” in steam supply 
and heating lines, did a “continuous performance” act 
in attendance. 

Llew Moore, of Abendroth Bros., Port Chester, 
N. Y., is never absent from a steam fitters’ convention. 
He was to be seen early and late, handing out wisdom 


of the Gem brand. 
W. E. LeCompte, of the New York office of Jen- 


kins Brothers, was one of the happiest men among the 
supply aggregation and his genial smile won him many 
new friends to add to his already long list. 

J. Barton Garfield, of the New York office of the 
Pressed Radiator Company, of Pittsburg, was one of 
the jovial members of the trade who arrived in Boston 
unattended. His hand-shaking made him a sticker. 


Charlie Morrison, of the Walker & Pratt Manufac- 
turing Company, is one of the popular boys. For be- 
ing present on any and all occasions where steam 
fitters meet Charlie certainly wears all the medals. 


C. S. Wood, of the Boston office of the Keaskey & 
Mattison Company, while making a specialty of heat 
and cold insulating materials, has not absorbed the 
qualities of his products; nothing frigid about C. S. 

John Stiles, of Jenkins Bros., without whom any con 
vention would be lacking, did not disappoint his 
friends. He was on the ground every minute and ful- 
ly sustained the reputation of his house for hospitality 


Frank A. Hale, of the Howard Thermostat Company, 
of Oswego, N. Y., is a good mixer. Thermostatic con 
trol of the atmosphere is his specialty and it is a “one 
best bet” that many delegates were made acquainted 
with his line. 


convention 


Some of the steam from the boilers of the H. B. 
Smith Co., of Westfield, Mass., was stored with Charles 
A. Miller, of the New York office, and the hot weather 
made it so uncomfortable that he divided it up amongst 
the delegates. 


W. M. Mackay, manager of the Mackay Manufactu: 
ing Company, of New York, and secretary of the Amer- 
ican Society of Heating and Ventilating Engineers, dis- 
tributed circulars describing his company’s new lin: 
of steam and hot water heating boilers. 


Arthur Sawyer, manager of the Boston office of tlie 
Wm. H. Page Boiler Company, doesn’t believe in 
union hours apparently. He was seen working over- 
time in handing out the glad hand, with an “All Right” 
grip and “Volunteer” curve of the elbow. 


Alfred W. Howe, of the Borden Company, presided 
over that company’s line of 
and discoursed in his usual entertaining manner wy 
the clever new features that have been incorpora' 
When 
tools for a text he is an exhorter who always m 


Jeaver stocks and 


in them. srother Howe takes pipe threading 


converts for Beaver tools. 
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Herbert A. Joslin, of the Consolidated Engineering 
Company of Chicago, a confirmed convention goer, 
with no absent marks against his name, was on hand 
early, shaking hands with his many friends and radi- 
ating the spirit of good fellowship from his genial per- 
sonality. 

Exhibits were shown by the American Radiator 
Company, Norwall department, in charge of Geo. D. 
Hoffman and John W. Rowe, who discussed Norwall 
specialties at length with their visitors. <A series of 
tine attractive placards was used to advantage in fur- 
thering the interests of these specialties. 

The American Radiator Company had an exhibit in 
one of the anterooms off the hotel corridor, in charge 
of George E. Downe, A. K. Root and Louis Bruch, 
Charles K. Foster, James H. Davis and W. F. Stearns, 
of Chicago, and F. B. Howell and F. W. Smith, of the 
New York office. The exhibit attracted considerable 
attention from the delegates. 


The H. W. Johns-Manville Co., of New York, was 
ably represented by C. H. Tower and T. R. Hoff, who 
accepted the word of everybody when it did not con- 
flict with their own beliefs as to the merits of the 
Manville products. G. Green, of the Albany office of 
the same company, was on hand telling all about events 
and people, especially Gov. Hughes and the presi- 
dential possibilities. 


The Walworth Manufacturing Company maintained 
a reception room where its visitors were royally en- 
tertained. Secretary Geo. T. Coppins, a veteran who 
has long since won his spurs, a hero of many battles 
in the strenuous business life, but whose only battle 
scars are genial smiles, was entertainer in chief, ably 
assisted by J. G. Beaser, W. P. F. Ayer, W. T. Cop- 
pins, G. F. Elliott, T. W. Little; W. P. Kerr and J. A. 
Eichler. A souvenir button, to which was attached a 
perfect miniature Stillson wrench, was given each vis- 
itor. 


CONVENTION DATES. 


June 24, 1908.—Joint convention of the Central Sup- 
ply Association and the Eastern Supply Association 
in Detroit, Mich. 


July 10, 1908.—Annual convention of the Master 
Plumbers’ Association of Georgia, at Savannah, Ga. 


July 14, 15 and 16, 1908.—The twenty-sixth annual 
convention of the National Association of Master 
Plumbers, at Boston, Mass. Headquarters at the Len- 
ox hotel. 


July 24 and 25, 1908.—Summer meeting of the Amer- 
ican Society of Heating and Ventilating Engineers, at 
Niagara Falls, N. Y. Headquarters at the Cataract- 
[nternational hotel. 

August 10-12, 1908.—The eleventh annual convention 
of the International Acetylene Association in Chicago. 





Readers of “Domestic Engineering” are urged to ez- 
amine the advertising pages of this paper. Enterprising 
manufacturers and jobbers are showing novelties for plumb- 
ing and heating men. There is no better way to keep 
abreast of the times than by reading our advertising pages. 
in writing advertisers please mention “Domestic Engineer- 
ing.” 
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Association News 


New York, N. Y.—The following gentlemen compose 


the outing committee of the Bronx Association of 


Master Plumbers: J. Muller, chairman; Fred Weber, 
D. Delaney, Stephen Welsh and David Durie. In all 
probability the outing will be held at Rye Beach some 
time in August. 

New York, N. Y.—At a recent meeting of the Bronx 
Association of Master Plumbers the following gentle- 
men were elected delegates to the National Convention 
in Boston: Joseph Theiss, P. Schweikert, Fred 
Weber, H. J. Saltzmann, David Duire, Edward L. 
Eich, Frank A. Ten Brook, J. B. Muller and John V. 
McEvily. 
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Jas. H. Crowley and his up-to-date plumbing establish- 
ment at 5895 Delmar boulevard, St. Louis, Mo. Mr. 
Crowley is one of the old masters in the plumbing busi- 
ness in St. Louis, and many who have learned the 
trade in his shop are now conducting, establishments 
of their own in different parts of the country. Mr. 
Crowley is a very active member of the local master 
plumbers’ association. 


Detroit, Mich.—The Detroit Master Plumbers’ Asso 
ciation met in regular session Thursday evening, June 
ll, and elected delegates and alternates to the con- 
vention of the National Association at Boston, July 
14th, 15th and 16th. The members, especially the ones 
who have attended the National conventions for the 
last few years, are enthusiastic over the trip and are 
saying encouraging words to others to “go and do 
likewise.” A goodly number from this place will be 
in attendance. They figure to combine business and 
pleasure, for they say they more than get repaid tor 
the expense in the valuable information they obtain, 
and have the very best kind of a vacation besides. 

London, Eng.—The Institution of Heating and Ven- 
tilating Engineers will hold its annual summer meeting 
in this city on Monday, Tuesday and Wednesday, June 
2?, 23 and 24. It is expected that the meeting will 
be a very important and interesting one, as valuable 
papers will be read by Mr. Walter Jones and Mr 
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John Watson. The former's contribution to the heat- 
ing literature is entitled “Boiler Efficiency” and the 
latter’s, “An Ideal Apparatus for the Heating and 
Ventilation of Office Buildings.” The headquarters 
of the meeting will be at the Russell Hotel, Russell 
Square, W. The most notable feature of the program 
of the entertainment is “A Trip on the River Thames,” 
which will take up all day Wednesday. 
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o'clock the dancing commenced to the music of a full 
string band, and was kept up until late in the night. 
One of the principal features of the occasion was a 
ball game between the Suoply Houses and the Plumb- 
ers. It was such an interesting game that after a few 
innings had been played the scorer decided that it 
was a bad job and gave it up. Your correspondent 
has not been able yet to find out who won the game 




















A group of Officers’ wives of the Cincinnati Master Plumbers’ Association, at the annual outing at the Country 


on June 13, 1908. 
Henry Niemes, Mrs. Chas. 


Club, Carthage, O., 


THE CINCINNATI PLUMBERS’ OUTING. 


Cincinnati, O.—The Annual Outing of the Cincinnati 
Master Plumbers’ Association took place Saturday, June 
13th, at the Country Club grounds, Carthage, Ohio. 
This outing was the most successful and enjoyable one 
the Cincinnati Master Plumbers have ever given. For 
a good many vears they have been holding their out- 
ings at Mueller’s Grove, but the Country Club grounds 
at Carthage is so far ahead of it that the probabilities 
are that in future it will be held there. 


The day was a beautiful one. It looked as if it was 
made for the occasion. 

Shortly after noon the crowds began to gather, and 
by three o’clock the grounds were crowded, and oh, 
It looked as if the ladies tried 
to outdo themselves this year, for they certainly looked 
About four 


such a crowd it was! 


prettier than on any occasion before. 


Reading from left to right they are: Mrs. L. T. Rebisso, Mrs. Ed. Frank, Mrs. 
Homan and Mrs. Chas. Laile. 


The boys were given over more to having a jolly good 
time than to deciding who were the best players. 

About midnight the crowd broke up, all good and 
tired and played out, and all ready to go home. Every- 
body agreed that they had enjoyed themselves more 
on this occasion than on any previous one. 

Notes. 

The familiar face of Charlie Homan was sadly missed 
at the Wheel of Fortune stand. For years Charlie 
has run the wheel, but on account of bad health, he 
was kept away this year. 

If Jim Birch, of the Sportman’s Shot Works, ever 
had any superstition about 23 being a Skiddoo number, 
be certainly got it out of his head Saturday. He won 
five boxes of cigars on five consecutive turns of the 
wheel on number 23. 

You ought to have seen Ed Nolan! He was tie 
youngest plumber in the crowd, and the way he 
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around on the dancing floor one would think that he 
was a boy. It is a known fact here in Cincinnati that 
Ed is mighty popular with the ladies, but as Mrs. 
Nolan was there herself, she kept her eye on him. 

We wonder where Sam Jenike was? If he had been 
there someone would have heard him, as Sam always 
makes himself heard wherever he goes. 

Of course, Billy Attlesey was there, and as usual had 
a good roast for everybody. 

No one seemed to enjoy themselves more than Billy 








A scene before the bar just as the storm came up, at 


tainly missed his vocation in going into the Supply 
business; he ought to be catching with tast company, 
He made some plays that would do credit to a Cin 
cinnati red. 

If your correspondent ever finds out who won the 
game he will let you know tor a later issue 





Boston, Mass.—[x-President David Craig, ef the 
National Association ot Master Plumbers, states that 
very satisfactory progress 1s being made in perfecting 
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the Cincinnati Master Plumbers’ Outing at the Country 


Club, Carthage, O., on June 13, 1908. The gentleman nextto the post, in his shirt sleeves, is Ed. Frank, president 
of the association, and the fine looking gentleman, with the umbrella, is Jas. H. Birch, Jr., mdnager of the Sports- 
man’s Shot Works. 


Wagner. Billy is not only popular with the plumbers, 
but with the supply men as well. Everybody likes 
him. 

Good natured, jolly Tom Dyer did his part in making 
a noise. Tom is also very popular with the ladies; 
Mrs. Dyer kept her eye on him all right. 

It is needless to say that Andy Murphy was there. 
On an occasion of that kind nothing could go on with- 
out Andy. 

One of the features of the ball game was the heavy 
hitting of Harry Burkhart. The supply men felt like 
running Ruhrwein off the grounds. He made a hit 
that any one could have gone around the diamond 
twice, but he was caught out on third. The good pitch- 
ing of Jean Burke, of the supply team, was commented 
on; also the second base play of Chas. Laile, of the 
plumbers. The pitching of John Vogelpohl wasn’t so 
awfully bad. Frank Thomas, of Merkel Bros. cer 


the arrangements for the entertainment of the delegates 
and guests to the national convention of that associa 
tion, and that preparations are being made that will 
provide for their comfort and pleasure in every way. 
Present indications point toward a large attendance 
and unusual interest in the meeting, the trade having 
been very generous in responding to the call of the 
committee for the “sinews of war ” In fact, every 
one in the trade is putting his shoulder to the wheel] 
to give the visitors a reception and entertainment in 
keeping with the proud record of the Hub 


Father to the Man. 
The man who sighs for the bygone day 
When a barefoot boy he ran 
Is the same old boy who used to say: 


“Gee, I wish | was a man'” 
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Wholesale Plumbing 


The Buckeye Manufacturing Company, of Arrott 
building, Pittsburg, Pa., with factory at New Castle, 
Pa., has purchased the tools, machinery and equipment 
of the Standard Sanitary Manufacturing Company, of 
Detroit, Mich., and removed same to Canton, Ohio, 
where the concern will establish a plant for the manu- 
facture of plumbers’ woodwork. 


The Morton Company, a branch of W. T. Garratt 
& Co., of San Francisco, which has been operating its 
brass manufacturing plant east of Bay Point, Cal., for 
several months, owns nearly a section of land sur- 
rounding its plant, and expects to make considerable 
additions in the near future. The site of the factory 
is at the crossing of the Southern Pacific and Santa 
Fe tracks, has a mile of water-frontage, and is trav- 
ersed by two large oil-pipe lines and an electric power 
line. 

The Blairsville Enameled Ware Company, of Blairs- 
ville, Pa., has secured a site of six acres in that town, 
formerly occupied by the Hamilton Glass Company. 
This plot of land is located on the north side of the 
town, along the Pennsylvania railroad. Plans have 
been made and work has already been started upon 
a complete group of factory buildings, including: 
Foundry, power house, cleaning room, enameling room, 
ware rooms and office building. The company will 
manufacture enameled iron baths, lavatories and sinks. 
Its enameling department has just been placed in oper- 
ation and its foundry will be completed in sixty days. 
It is expected that all the other buildings will be com- 
pleted this year. 

Fire recently destroyed the three-story enameling 
plant of the Rundle Manufacturing Company, of Mil- 
waukee, Wis., and caused a damage of more than 
$10,000, fully covered by insurance. The Rundie Man- 
ufacturing Company feels that the disaster came at a 
most inopportune time, when the facilities of the com- 
pany were taxed to the utmost in filling orders for 
the spring building. Two brick ovens and a large fur- 
nace are all that is left of the plant. A large quantity 
of iron bath tubs waiting to be enameled were stored 


in the building among other supplies and it is believed , 


that the tubs escaped damage in the conflagration. 
Efforts were made not to let any water come in c-n- 
tact with them and indications are that they are not 
warped beyond repair. Plans are under way for tne 
rebuilding of the destroyed enameling plant during the 
present season. 


BRASS MANUFACTURERS MEET IN TORONTO. 


The National Association of Brass Manufacturers 
held its semi-annual meeting at the King Edward’s 
hotel in Toronto, Ontario, on Tuesday and Wednesday, 
June 9 and 10. The meeting was well attended, some 
sixty-five delegates from various parts of the United 
States being present. 

A number of papers were read and topics of inter- 
est to the trade on modern methods of manufacture 
and foundry equipment were discussed. 

Among the most important things acted upon was 
the amendment to the constitution, enlarging the scope 
of the association so as to include Canada. Heretofore 
the association has not gone beyond the American bor- 
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ders and on previous occasions efforts to modify or 
amend the constitution to enlarge its territory did not 
meet with success, but this has at last been accom- 
plished and a number of new members were taken into 
the organization at this meeting last week, among them 
some of the Canadian.manufacturers under the new 
and amended constitution, the new members elected 
being: Somerville Limited, Toronto, Canada; The 
Roberts Brass Mfg. Co., Detroit, Mich.; McShane Bell 
Foundry Co., Baltimore, Md.; Bay State Brass Co., 
Haydenville, Mass. 

The question of altering or changing the lists on 
brass goods, which has been a matter of some consid- 
erable agitation in the trade for some months, was dis- 
cussed at length and finally referred to a committee 
consisting of Messrs. Sanders, Ryan and Webster, who 
were instructed to take the matter up in conference at 
the joint meetings of manufacturers and jobbers to be 
held in Detroit the latter part of the present month, 
and also with all other manufacturers in kindred or 
plumbing lines, with a view of securing their co-opera- 
tion in making any changes they desire in their respec- 
tive lines, that they may all be published by July 1, 
1909, and be effective January 1, 1910. This matter is 
now left in the hands of this committee. The officers 
of the association are: 

A. S. Hills, of Haydenville, Mass., president; E. F. 
Niedecken, of Milwaukee, Wis., vice-president. 

Directors: H. M. Hoelscher, of Chicago, Ill.; E. L. 
Strauss, of Cleveland, O.; J. W. Sharp, Jr., of Philadel- 
phia, Pa.; E. C. Regester, of Baltimore, Md., and E. J. 
Seitz, of St. Paul, Minn. 

A very enjoyable time was furnished the delegates 
during their stayin Toronto, Tuesday night, in the form 
of a reception given in their honor by His Worship, 
Mayor Oliver, and lady, at the city hall. On Wednes- 
day night a moonlight excursion on the Bay of On- 
tario on the Steamer Cayuga, at which each lady pres- 
ent was generously remembered in the way of favors, 
and on Thursday night a tally-ho party to Scarborough 
seach were provided for the delegates. 

A special vote of thanks and appreciation was ex- 
tended to the Torontonians, and especially to Mr. Fred 
Somerville, for the very kind and hospitable manner 
in which he had entertained and looked after the com- 
fort of the delegates, and the latter was given by a 
rising vote. 

The meeting after two days’ session adjourned to 
meet in Detroit, Mich., on September 15 and 16, 19038. 


Wholesale Heating 


Alfred W. Howe, for several years connected with 
the Borden Company, of Warren, Ohio, has just been 
elected vice-president of the company. 

The Pressed Radiator Company, of Pittsburgh, P: 
announces that it has opened a branch office in the 
Brunswick building, corner Fifth avenue and Twenty) 
sixth street. New York City. 

L. D. Collins has decided to reémbark in the manu 
facturing business under the name of the Collins I[ro: 
Works, and will soon have an up-to-date establishment 
turning out hot water storage tanks. The plant wil! 
be located at Phelps, N. Y., but the main office wi! 
be at Geneva, N. Y. 
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The United States Radiator Company, Dunkirk, N. 
Y., has increased its capital from $300,000 to $400,000 


The Florance Asbestos and Covering Company, of 
Paterson, N. J., has been incorporated with a capital 
of $100,000, to manufacture pipe covering. The in- 
corporators are: George W. Florance, Robert M. 
Ekings and Charles Edick. 


Charles Crary, for fourteen vears with the American 
Radiator Company and until recently manager of “its 
Omaha branch, has just started in business on his own 
account under the name of the Crary Company, as 
manufacturer's agent with headquarters in the Bran- 
deis building, Sixteenth and Douglas streets, Omaha, 
Neb. The new company will cover western Iowa, Ne- 
braska, South Dakota and Wyoming for the following 
concerns: International Heater Company, Utica, N. 
Y.; Kennedy Valve Mfg. Co., of Elmira, N. Y.; Shirley 
Radiator & Foundry Company, Indianapolis, Ind.; S 
Wilks Mfg. Co., Chicago; Geo. B. Limbert & Co., Chi 
cago; Murry Iron Works Company, Burlington, Iowa; 
and Des Moines Mfg. & Supply Company, Des Moines, 
Iowa. 


The Illinois Chapter of the American Society of 
Heating and Ventilating Engineers has made arrange- 
ments to go to the summer meeting of the Society at 
Niagara Falls by boat, accommodations having been 
secured on “The Northland,” one of the finest steam- 
ships for fresh water travel. The party will leave Chi 
cago at 4:15 p. m., Saturday afternoon, July 18, and 
reach Buffalo Tuesday morning at seven o'clock, thus 
spending two days and three nights on the voyage 
through Lakes Michigan, Huron and Erie. The fare 
will be $13.50 for each person, with stateroom accom- 
modations extra. Members of the trade who wish to 
join the party will do well to reserve tickets at an 
early date as the most desirable berths are being re 
served daily. The boat is in the service of the North- 
ern Steamship Company, whose city office is located 
at 220 South Clark street. 


Match Base Ball Game Between the Boiler and Radi- 
ator Salesmen and Chicago Master Steam Fitters. 

The Boiler and Radiator Salesmen’s Baseball Asso- 
ciation has issued a challenge to the _ heating 
contractors through the Master Steam and Hot Water 
Fitters’ Association of Chicago, for a game of base- 
ball to be played at Ravinia Park, Tuesday afternoon, 
June 30, 1908, and the challenge has been accepted and 
the following committees appointed to take charge: 

For the Master Fitters: Albert Cook, E. F. Capron 
and J. J. Spear. 

For the Boiler and Radiator Salesmen: W. M. 
Scudder, R. M. Stackhouse and Joseph Story. 

This joint committee will have entire charge of all 
arrangements, except publicity, which is in special 
charge of L. H. Drury and J. J. Spear. 

It is hoped that this may be made an annual event 
and to that end a general invitation is extended to 
the entire trade and their ladies. 

All master fitters’ offices will be closed for the after- 
noon of June 30. 

Arrangements have been made with the Chicago & 
Northwestern railroad for a special car on their train 


leaving the main Wells street depot Tuesday, June 3v, 
3:02 p. m., 
The game will start immediately after the Damrosch 


stopping at the park. 


concert, about 4:30 p. m. Immediately following the 


game there will be a banquet, price $1.50 per plate. 
Parties desiring reservations for the banquet must ap- 
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The largest and smallest master plumbers in Cincin- 


nati,i— Ben Lauman and Dick Cluxton, Jr.,—at the 
Master Plumbers’ Outing at the Country Club, 
Carthage, O., on June 13, 1908 


ply to W. M. Scudder, 40 Dearborn street, ‘phone Cen 
tral 6812, on or before June 27, 12 o’clock, noon 

There will be a concert by the Damrosch Orchestra 
in the evening. 


St. Louis, Mo.—L. P. Sucher, of 2920 Gravais road, 
has secured the contract for the plumbing of forty 
flats and a number of other good-sized jobs. 
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Steam and Mill Supplies 


The Universal Lock, Nut and Bolt Company, of 
Paterson, N. J., has been incorporated, with a capital 
of $200,000. The incorporators are: I. L. Miller, Will- 
iam Jacobus and J. L. Mendel. 


H. G. Trout Company, of Buffalo, N. Y., has been 
incorporated with a capital of $60,000, to manufacture 
machinery. The directors of the company are: Henry 
G. Trout, William B. Trout and Lillian G. Trout, of 
Buffalo. 


The American & British Mfg. Co.’s extensive plant 
at Providence, R. I., was destroyed by fire on Satur- 
day morning, June 13. The loss to the plant, stock 
and machinery is estimated at $150,000. The concern 
manufactures steam and kerosene engines. 


Henry K. Barnes, who has been established in the 
manufacture of leather belting at 199-201 Devonshire 
street, Boston, Mass., for over thirty years, has moved 
his offices and store to new and larger quarters at 234- 
236 Devonshire street, where a much larger stock can 
be carried and better facilities enjoyed. 

Last week we stated that the Bestosking Packing 
and Supply Company, of Boston, Mass., U. S., sell- 
ing agents for Turner Bros., Ltd., of Rochdale, Eng- 
land, had been discontinued. We now wish to add that 
while the company has closed its office it will still re- 
tain its charter, and Turner Bros. will continue its 
business in thts country direct with its patrons. 


Metal Market 


New York Metdl Market, June 16. 


oe A BR ee ee eT ee ee $13.00 
Copper, Lake, Arsenical brands............... 12.90 
Cee, TS. 5 o's 85 hoa os e's o's wad ween ce 12.90 
i ee ee rrr a ee 8.65 
Ee een NET aL SEN 4.65 
IE? 35, swing: etibcareden' Kath ps die Se ee cee ea on 457% 
PG: EE . cee vis escbactad ainsi 28.40 
Chicago Iron Market, June 18. 
Southern, No. 2 Foundry.................. $16.35-16.85 
bake Bupertor Charedal.. ...csceccccacees 20.00-20.50 


~ . . + - we te 
Lake Superior Coke [ron, No. 2 Foundry... 17.25-17.75 


June 18, 1908: 
Foundry iron was the same price as week previous 
price as the month previous 
$8 less per ton than the year previous 
Copper was the same price as’ the month previous 
1144c less a Ib. than the year previous 


Same 





Washington, D. C.—Sealed proposals will be re- 
ceived at the office of the Supervising Architect until 
3 o’clock p. m., July 10, 1908, for the installation of 
a vacuum cleaning system for the United States post- 
office building at Chicago, Ill, in accordance with 
drawings and specification. 

Washington, D. C.—Sealed proposals will be re- 
ceived at the ofhce of the Supervising Architect until 
3 o'clock p. m., July 22, 1908, and then opened, for 
the construction (including plumbing, gas piping, heat- 
ing apparatus, electric conduits and wiring) of the 
United States postofhice at Paris, Tennessee, in ac- 
cordance with drawings and specitications. 
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Obituary 


Geo. E. Pickering, for many years a salesman for th 
Walworth Manufacturing Company, of Boston, Mass; 
passed on, in San Francisco, Calif., on Monday, June 


15, in his fifty-sixth year. Mr. Pickering was well 
known in the trade generally, but particularly so on 
the coast where he had been the representative of his 
company for several years past. He leaves a wife and 
a young son. 


Thomas Swetnam, president of the Sanitary Eart})- 
enware Specialty Company, of Trenton, N. J., whose 
demise was recently chronicled in this column, was 
born March 31, 1851, at Fenton, England. In July, 
1863, he and his parents came over to this country on 
the Great Eastern steamship, and took up his residence 
in Trenton. Upon arriving there he went to work 
under his father in a local pottery. A few years later 
he became a general ware presser at the old Stillhouse 
pottery. Together with Arthur Plantier and John T. 
Moore he established the Sanitary Earthenware Spe- 
cialty Company in 1892. He is survived by his wife, 
a daughter and two sons. 


Samuel McKissock, one of the old time master 
plumbers of Pittsburg, Pa., and also one of the first 
to regularly engage in this line of business in West- 
ern Pennsylvania, passed on last week at the home of 
his son, John L. McKissock, at 240 Third street, in 
that city, at the age of 78 years. Mr. McKissock was 
a native of Scotland, but when a very young man, 
started to travel, coming to North America, and set- 
tling first in Newfoundland, where he remained for 
some years. Leaving Newfoundland, he went direct to 
Brazil, where he engaged in the plumbing business, and 
assisted in installing the plumbing system in the castle 
that was so long the home of Dom Pedro. Leaving 
Brazil several years later, he continued to travel in 
South America for several vears, finally coming to the 
United States, and reaching Pittsburg about the time 
of the opening of the Civil war in 1861. 


Personal 


David R. Jones, who conducts a plumbing business 
at 2128 West 32nd avenue, Denver, Colo., will leave in 
a few days for California for his health, which has 
been failing for some time. 


Ed. E. Bigley, of the plumbing firm of Bryson & 
Bigley, of New Castle, Pa., has the sympathy of his 
many friends in the trade on account of the demise 
of his wife, which occurred recently at their home in 
that city. 


Martin Moora, New Jersey representative of the 
heating department of the J. L. Mott Iron Works, ts 
at present visiting that concern’s boiler and radiator 
plant at West Newton, Pa., which was recently en- 
larged by four new buildings. 


W. J. McCartney, southern representative of the 
Humphrey Co., of Kalamazoo, Mich., is at his home in 
Bay City, Mich., on his vacation, after which he will 
spend a few days at the factory in Kalamazoo, betore 
he starts out again with a little preachment on Hu1m- 
phrey instantaneous and autothermal heaters. 




















i tte wi tee nih ia as 





Among the visitors to the Chicago trade this week 
were: E. J. Seitz, secretary of the Union Brass and 
Metal Mfg. Co., St. Paul, Minn.; W. F. Redman, of 
the Columbus Brass Company, Columbus, O., and 
H. C. Cole, of E. D. Read & Company, Chicago. 

W. J. Pinney, a master plumber, of Denver, Colo., 
has not fully recovered from the attack of pneumonia 
which confined him to his home for several weeks this 
spring, and he will probably leave town for a vaca- 
tion at an early date. Mr. Pinney was the success- 
ful bidder on the contract for plumbing in a large 
hotel in Estes Park. 


J. G. Weber, the popular and successful master 
plumber of Chicago, has issued handsome invitations 
to the twenty-fifth anniversary of his wedding, which 
will take place this evening, Saturday, June 20, at 
his residence, 143 Pine Grove avenue. The many 
friends of both the silver bride and groom will no doubt 
make the evening a memorable one. 


William McCoach, of Philadelphia, treasurer of the 
National Association of Master Plumbers, attended the 
National Republican Convention in Chicago this week 
as captain of one of the sections of Philander C. 
Knox’s Marching Club. Mr. McCoach was one of 
the most observed of the many observed as he came 
marching down on Michigan avenue at the head of his 
section. 

Harry W. McVea, plumbing inspector of Omaha, 
Neb., and a director of the American Society of In- 
spectors of Plumbing and Sanitary Engineers, is inau- 
gurating a campaign to impress upon mayors and 
other city officials throughout the country the desira- 
bility if not necessity of sending their plumbing in- 
spectors to the above society’s‘ meeting in his city in 
February next year. 


Labor Field 


Bridgeport, Conn.—After having been on strike for 
three years, the plumbers’ union of this city has called 
the strike off. Industrial depression and th» alleged 
failure of city officials to observe certain city ordi- 
nances is given as the cause for the union bringing 
the strike to a close. When the strike started there 
were about 90 plumbers located nere but now there are 
but 40 left, the others having secured employment in 
other cities or having started in business for them- 
selves during the peried of the strike. For several 
years past the administration in this city has not ap- 
pointed plumbing inspectors, and outsiders hired as 
strike breakers have not been required to pass any 
examination before being put to work. 


La Crosse, Wis.—The plumbers’ strike in this city, 
which tied up all work for nearly a month, is over 
and the strikers have returned to work as individuais. 
Prior to the strike, all the La Crosse shops were con- 
ducted on the union plan, but hereafter the open shop 
will be maintained. The result is a victory for the 
master plumbers. The strike has been one of the most 
serious that La Crosse has ever experienced. The 
disagreement arose between the union men and the 
master plumbers over the question as to how long an 
apprentice should work before he be allowed to join 
the union. The union men believed that six months 

















































DOMESTIC ENGINEERING 283 


should be the basis and the shop owners were of the 
opinion that a man to be thoroughly competent should 
have served an apprenticeship of two years. It is be- 
lieved that the trouble has now been satisfactorily set- 


tled. 
The Middle States 


Moline, Ill—The Lockhart Heating, Plumbing and 
Manufacturing Company has increased its capital stock 
from 36,000 to $10,000. 

Benton Harbor, Mich.—The board of public works 
has asked Messrs. Gore, Price and Robbins to pre- 
pare a plumbing ordinance for this city. 


Detroit, Mich.—Ernest Wenzel, of 881 Gratiot ave- 
nue, surprised himself the other day by closing five 
nice plumbing contracts in one day. Looks like times 
were improving, doesn’t it? 


Manitowoc, Wis.—Architect C. H. Tegen, of this 
city, will soon be ready for bids for the steam heat- 
ing and plumbing on the new $100,000 Oneida county 
court house to be erected at Rhinelander, Wis. 


Toledo, Ohio—F. J. Wilhelm has been handling 
some nice business, notwithstanding dull times, two re- 
cent contracts being heating and plumbing for the 
Bethard apartment building, amounting to $2,475, and 
heating for Taylor’s Hotel, $1,600. 


Lorain, O.—Philip Clotz and E. J. Binder have 
opened a plumbing and heating establishment under 
the style of Clotz & Binder, at 1708 Penfield avenue, 
where they will conduct a general business in these 
lines and also carry hardware. 


Detroit, Mich.—Otto A. Wurm, president of the De- 
troit Association of Master Plumbers, has just closed 
one of the largest contracts of the season for plumbing 
the Michigan Home for Feeble Minded and Epileptics, 
at Lapeer, Mich. He has just received a nice resi- 
dence contract for plumbing and heating on Edison 
avenue, and the plumbing in the residence of Dr. 
Hiram Wright, on Pennsylvania avenue. 


Pacific Coast 


Seattle, Wash.—Building permits representing an in- 
vestment of $1,004,312 were issued by the building 
inspector’s office in May. There were 939 permits for 
the month. For May, 1907, there was a total of 
$933,870, and 825 permits, and for April, 1908, 1,123 
permits, of an estimated value of $705,875. A permit 
calling for an investment of $225,000 for a steel-frame 
building was issued during the month, and others in- 
volving $106,000 for brick and reinforced concrete 
structures. 

Los Angeles, Cal.—Building permits with an estti- 
mated valuation of $830,320 were issued by the depart- 
ment of buildings for May, the sum representing 558 
permits. There were 589 permits issued in 1907, valued 
at $1,005,605. Despite the apparent loss, there is sub- 
stantial ictivity throughout the city. suilding has 
reached a value of $3,622,733 for 2,927 permits this 
year. Of this total 1,595 permits, representing 
$2,210,774, were for frame residences; 22 permits were 
issued for class-C structures, ranging from one to six 
stories, with a gross valuation of $254,490. 
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Pueblo, Colo.—T. McElroy has engaged in the plumb- 
ing business after an absence of some five years. 

Denver, Colo.—Bradbury Bros. have secured heating 
contracts to the extent of thirty thousand dollars, 
which are now in progress of construction. 

Denver, Colo.—J. T. Costello, of 500 Eighteenth 
street, is busy with the installation of plumbing sys- 
tems in twenty-five new structures in this city. 

Denver, Colo.—J. G. Schuster, of 1759 Stout street, 
has secured the contract for plumbing fourteen new 
residences now being erected in different parts of this 
city. 

Sterling, Colo.—Daniel E. Maher recently engaged in 
the plumbing business here and is desirous of receiving 
catalogues and price lists trom manufacturers and 
jobbers. 

Boulder, Colo.—Chas. S. Turner has started work 
on the plumbing in the new hundred thousand dollar 
hotel in the city, in which forty new bathrooms will 
be installed. 

Lamar, Colo.—A local association, consisting of Wm. 
|.. Clarke, C. C. Huddleston and Chas. R. Koehler, was 
recently organized here through the efforts of P. H. 
Balte, of Denver. 

Denver, Colo.—The Hunter Plumbing Company has 
engaged in business at 712 Nineteenth street and would 
like to receive catalogues from jobbers and manu- 
iacturers of plumbing goods. 

Cheyenne, Wyo.—\\. W. Keefe has engaged in the 
plumbing business, having established suitable quar- 


ters in Keefe Hall. He is desirous of receiving cata- 


logues and price lists from manufacturers and jobbers.: 


Loveland, Colo.—J. F. Spotts has the contract for 
the plumbing and heating of the new library in addi- 
tion to similar contracts, the work for which is now 
under way, also for the new public school and Hender- 
son residence. 

Pueblo, Colo.—S. F. Goss has received one of the 
most choice contracts that has been let in this city 
for some time—the plumbing in St. Mary’s Hospital 
now under construction. The finest of solid porcelain 
fixtures will be installed throughout. 

Denver, Colo—J. B. Rahm, of the U. S. Supply 
Company, of Omaha, and Mr. Bush, manager of the 
Omaha branch of the Crane Company, accompanied 
the “boosters” of that city on their trip through Colo- 
rado last week. They spent several days in Denver 
and were unanimous in their praise of the city. 

Chas. A. Dehn. 

St. Louis, Mo.—FE. J. Gallagher, of 911 Tyler street, 
has admitted Mr. Murray, formerly of Holzhauer & 
Murray, into partnership in his plumbing business. 


Pennsylvania 


Dubois, Pa.—E. W. 
on a $22,000 heating and plumbing contract which | 


Webster has just started wor 


secured recently. 

Reynoldsville, Pa.—The contract for installing t! 
plumbing and gasfitting in the Methodist parsonage 
was awarded to Lucas & Deible. 

Titusville, Pax—The $3,500 plumbing, hot water hea‘ 
ing and gasfitting contract of F. G. Bellamy’s res 
dence has been awarded to C. H. McFadden, of this 
city. 

Oil City, Pa.—J. Carson & Son have secured the 
contracts for plumbing and gasfitting three residences, 
also the contract for remodeling all plumbing fixtures 
in the four residences of the Dale Estate. 

Oil City, Pa—R. T. Lord, formerly at 11 Front 
street, has a well equipped showroom in his new quar- 
ters at 11 Central avenue, which are large and most 
appropriate for the large increase his plumbing busi- 
ness has enjoyed. 





TRADE LITERATURE RECEIVED THIS WEEK. 


From the Judd & Leland Mfg. Co., Clifton Springs, 
N. Y., catalog of leather packings. The leather pack- 
ing industry is one which appeals to all of the trade. 
The articles manufactured are staple, and the manu- 
facturer might well be pardoned for believing that 
the trade understood enough about leather packings 
to make it unnecessary to spend very much money 
in getting out a catalog. Therefore, this notice is 
not so much an exploitation of the catalog of Judd 
and Leland Mfg. Co. as it is a disquisition upon the 
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Commendable way of packing valve and plunger leathers 


desirability of good printing. ~ The catalog is printed 
on very excellent enameled paper with a cream tint 
which contrasts very excellently with the beautiful 
half tone engravings which are employed, a sample 
of which we show in this illustration. Now this shows 
more than a simple pump valve. It shows the method 
in which they are put up and this is something which 
the trade is glad to know. Each one of these valve 
and plunger leathers is put up in a box containing one 
dozen and makes an attractive shelf package. All of 
the other illustrations in the book are of equal inter- 
est and the company cannot be congratulated too 
heartily upon having turned out an interesting and 
useful catalog. Exactly the difference between “Suc- 
cess” and “Failure” may be shown by the expenditure 
of a few cents in the preparation and production of 
advertising matter. 
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Book Reviews 


“Practical Steam and Hot Water Heating and Ven- 
tilating,” by Alfred G King. Bound in cloth; 402 
pages, 644x914 inches; $3.00. This large book is evi- 
dently written by a wide-awake man in the heating 
line, who keeps up to date on modern practice and ul- 
tra modern heating literature. 

Chapter 1 (3 pages). The first chapter is an intro- 
duction in history of heating; these three pages are 
poorly done. 

Chapter 2 (4 pages). On the subject of heating; 
this has some peculiar statements, although to one 
familiar with the business they will not lead him 
astray; for example, a paragraph on page 18, “The 
water which has been heated and transferred to a 
storage tank through pipes makes the tank hot. This 
is heating by convection.” The direct statement is 
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is good, and his showing of the locomotive firebox 
boiler is excellent. Some of the cast-iron boilers 
shown are practically obsolete in the west, and in the 
next edition it would be well to show some of the 
cast-iron boilers which are really sold in large num- 
bers. This chapter of evolution and discussion should 
be spun out with others and should be made to at 
least three times its present length, and a discussion 
of water ways, fire surface, etc., could well be added. 
The present chapter is largely historical. His memo- 
randum as to what constitutes a good boiler is good, 
with the exception of a statement on page 39 that the 
ratings of house heating boilers have, as a rule, been 
worked out from actual use and experience and can 
generally be safely accepted by the steamfitter or the 
house owner. This is notoriously not so, unless an 
addition of 50% be made for mains, risers, contingen- 
cies and other causes not known to the boiler com- 
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The New Jersey State Association of Master Plumbers 


that the tank is made hot; this tank is heated by con- 
duction, but the water in the tank is heated by con- 
vection. Also, on page 19, the statement that a room 
is heated by radiation. In this particular case the 
convection of the air probably has as much to do with 
it as the direct radiation. This chapter states a great 
many points not ordinarily considered of great use to 
the heating business, and as noted before, although 
the statements may strike some as being put in a pe- 
culiar manner, the entire chapter is satisfactory. This 
chapter could have added to it some conversion tables, 
the tables of specific heat and some of Kinealy’s val- 
ues of German units of transmission through various 
circumstances, as well as those of Wolf, and Wolf’s 
diagram. 

Chapter 3 (18 pages). This is a very fair statement 
of the ordinary American heating apparatus, and com- 
parisons of furnace heating, and steam or hot water 
is very fair and shows the failure of a furnace from 
a standpoint of healthfulness. His description of the 
placing of stoves as the semi-annual stove perform- 
ance is almost humorous. His discussion of botlers 








in convention at Passaic N J., on June 4, 190s 


pany. The only other persons who have issued this 
statement on the bottom of page 39 besides the writer 
of the book have been salesmen of boiler manufactur- 
ers before they made a sale, and even they have been 
educated in the last few years. One of the statements 
in the catalogue of every cast-iron boiler man is that 
in ratings it 1s provided that all pipe, mains, risers, 
flow and returns, in addition to the direct radiators 
used shall be figured as radiating surface 

Chapter 4 (16 pages). On boiler surfaces and set- 
ting; this gives a discussion on the direct vs. the flue 
surface, but without any numerical figures. The com- 
parison of the heat uses, transmission and discussion 
of two particular boilers would be a very fine thing 
for the trade at least. The ratio of grate surface is 
given to gross radiation. On the tests of actual use, 
setting boilers under their conditions of draft, and a 
discussion of the eight-hour capacity run, would make 
clear a vexed point in this connection that a good ap- 
paratus should be able to run eight hours under one 
hring, and the fire pot should so be designed. Settings 


for a firebox and tubular boilers are given, together 


: 
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with the trimmings usually supplied and a discussion 
of the action of the common damper regulator. This 
is on page 52, and is particularly good because it has 
seemed wonderful the number of wrong permutations 
and the wrong combinations that the average block- 
head can make in connecting up a regulator incor- 
rectly. A great many people will not agree with Mr. 
King that a fusible plug is not a necessity on an or- 
dinary boiler, on account of the fact that there have 
been but very few explosions. If he has had an ex- 
perience that a number of fitters have had, due to the 
variable water line, of a cast-iron boiler, he will con- 
sider that a fusible plug discharging, not into the at- 
mosphere, but into the fire, although an annoyance, is 
much better than destroying, or possibly weakening, 
the boiler. The only valid objection that seems to be 
against the fusible plug is that the boiler, as ordi- 
narily made by a boiler company, does not have one, 
and it costs money to put them there, and as this 1s 
but a selfish, commercial reason, 1t should not weigh 
against the extra safety in a boiler which is placed 
in a home. 


Chapter 5 (7 pages). This is on chimneys and seems 
fairly written, but the table on page 58 on the size 
of chimneys should be supplemented by the one of 
Carpenter which gives a little more detail. It would 
seem a desirable addition to give Kent’s table com- 
plete for the size of Power chimneys, as this is the 
recognized standard. 


Chapter 6 (10 pages). This chapter gives a descrip- 
tion of the pipe and fittings as ordinarily used in the 
trade, and the test of page 97 for steel versus wrought 
iron should prove desirable information, although with 
the writers experience it does not always absolutely 
prove the point at issue as the preparation of the piece 
has a great deal to do with the etching. The fairest 
way to finish it, if it cannot be prepared as for mi- 
croscopical work, is to draw-file it with a fine file. 
The discussion of wrought-iron versus steel pipe is 
good. The extra heavy drilling which has been omit- 
ted should follow table 9 an page 71, which gives the 
standard drilling. The chapter is ended by a discussion 
of the proper method of taking measurements, in tak- 
ing of centers, etc. 

Chapter 7 (8 pages). This chapter on valves, gives 
the sketches of the ordinary forms, together with air 
valves and automatic air valves for steam; the only 
fault to find is that there is not enough information. 


Chapter & (10 pages). On forms of radiating sur- 
faces. This chapter is largely historical, and does not 
give a good understanding, nor present clearly the 
radiators now in actual use as the one shown of the 
American Radiator Company’s catalogue, the “Ve- 
rona.” is the highest-priced radiator they make. No 
mention is made of the screw versus the push nipple, 
nor the trouble of assembling or cores, etc. A state- 
ment at the bottom of page 8&4, “the low down radiator 
can be put under a window, making a warm and com- 
fortable window-seat;” this has made trouble for a 
number of people. We trust the little stars in the cut 
represent air holes to let the heat through from the 
radiator: the radiator in this case is installed inefh- 
ciently, unless there is means in getting the air to and 
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from it. The end of the chapter is a discussion on 
pipe coils and how to cut out a mitre coil. 

Chapter 9 (6 pages). This chapter is on locating 
radiating surface and mostly on indirects. 

Chapter 10 (6 pages). This chapter is on estimat- 
ing radiation, and is a disappointment. The theory is 
all right, but there is not enough information. The 
heat unit method has been omitted entirely; the rule 
of mills on the bottom of page 101 is an excellent one, 
and there will be very few failures where this is used, 
but this chapter is an absolute disappointment as there 
is not enough discussion on subject matter, and no 
discussion is made of the guarantee or heating to any 
other temperature but 70 degrees. The subject of dry- 
ing ovens, or temperatures other than those ordinarily 
found is not even touched upon. 


Chapter 11 (12 pages). On steam heating apparatus. 
This is a very clear presentment of the ordinary heat- 
ing lay out. The sketches are especially good and are 
clearly shown. The size of steam mains in table 11 are 
ultra-liberal and the amount of radiation carried can 
be greatly increased. No mention is made in this chap- 
ter about the difficulty there is in a divided circuit 
system of having trouble with short circuiting through 
a short branch holding up the return on a long run. 


Chapter 12 (5 pages). On exhaust steam heating 
used in the ordinary factory and office building, and 
we would correct the statement that the amount of 
steam used for the average non-condensing engine is 
about 74% to 10% of the amount of steam produced by 
the boiler and to make clear the statement Mr. King 
should say that the amount of steam utilized, or the 
energy of which is changed-into work. The figure on 
page 117 has a few poor points, for instance, the water 
column at the bottom is connected into the pump dis- 
charge, which to say the least is incorrect, and it 
is rather an exception to the rule to have a pump- 
governor installed in a job in the west now days; 
pump and receiver, or a vacuum system would repre- 
sent more nearly the actual conditions. 

Chapter 13 (12 pages). Ordinary hot water heating 
is very clearly explained in the sketches and the dis- 
cussion of the manner of installation. This table of 
two-pipe sizes on page 124 is too conservative and 
can be increased a great deal. A great many people 
will not agree with the statement on the bottom of 
page 125, that the practice of carrying a waste and 
expansion tank to the basement is poor practice. After 
one or two freeze-ups on the other scheme this skin- 
ning a job a few dollars will not appeal to the house 
owner. On page 128 he has given table of an expan 
sion tank which seems to be the regular practice. His 
remarks about the over-head system being the best 
are in line with the writer’s experience and observa 
tion, although the use of an O. S. feed on a down-feed 
system is an unnecessary expenditure of money. You 
can put anything in and do almost anything reason 
able on an over-head distribution and the job will 
work. The writer is curious to know of the writer 0! 
this book, the distance the radiators could be dropped 
helow the return main on an over-head system com 
ing down from an over-head distributing main on t! 
second floor. His discussion on the one-pipe hot wat 
circulation is particularly good. 
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Chapter 14 (5 pages). This chapter is on a pressure 
system of hot water, or describing the high pressure 
system as used in England, which, of course, has never 
been used in this country. It explains how the pres- 
sure work may be done, however. It mentioned 
briefly the Evans, Allmirall system which 1s particu- 
larly for the condensing engine or where it 1s done 
over large areas, of course the ideal system. The 
ability in this system to go up and down hill, making 
the heating system subsidiary to the building systems, 
is remarkable. The possibility of this system has by 
no means been exhausted. 

Chapter 15 (9 pages). This chapter shows ordinary 
fittings, and the details of some of the patented mer- 
cury seals, etc., of putting hot water systems under 
pressure, which are to the front to stay. 

Chapter 16 (8 pages). This is on greenhouse heat- 
ing, and we regret to note that a great many of the 
systems ordinarily in use are not shown, such as the 
under-bench system with no over-head piping. It wil 
be found on observation that a very large number of 
greenhouses are using boiler tubes for the heating 
surface with cement joints for hot water heating, and 
if not boiler tubes, cast-iron pipe is used. 

Chapter 17 (26 pages). This chapter is a very good 
resume of vacuum heating, as it 1s found on the mar- 
ket today. 

Chapter 18 (8 pages). On miscellaneous heating, 
and but 
a few remarks on cooking. This should be extended 


swimming pools, domestic hot water supply, 


with particular information as to the heating surface 
and connections of coffee urns, etc., run at 10-pound 
pressure, as on ordinary gravity jobs. 

Chapter 19 
connections, shows pipe work kinks, for instance, pass- 
ing a joist and of different radiator connection, method 
of establishing false water line, etc. 


26 pages). On pipe work and boiler 


[In connecting up 
of the 
cross-connection between the steam spaces 


two boilers, however, there is no mention made 
old-time 
which for an ordinary cast-iron boiler is slightly over- 
loaded and in some cases seems desirable 

Chapter 20 (14 pages). This chapter is on ventila- 
tion and the general necessity for same. 

Chapter 21 (38 pages). This is on mechanical ven- 
tilation and hot blast heating and seems to cover the 
subject well, except that more detail as to the commer- 
cial velocity, ducts, areas, should be given. 

Chapter 22 (27 pages). This is on traps, miscella- 
neous steam appliances, also covers pumps, 
tors, heaters, etc. 
the open heater. 


separa- 
This should be extended to include 
Chapter 23 (5 pages). On district heating The 
data of two or three plants already in operation added 
to this chapter would be of great value to anal in- 
terested in this particular subejct. 

Chapter 24 (6 pages). On pipe covering. 


Chapter 25 (7 pages). On temperature regulations 
and heat control, shows the standard systems of to- 


day. 
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headers in many boilers. 











BRANCHES: 


NEW YORK, 139 Worth Street. 
CHICAGO, 34 Dearborn Street. 


OMAHA, NEGB., 916 Farnum Street 


HILERS | 
ADIATORS 


SAVE MONEY, MR. DEALER 


Competition 1s keen in heating apparatus. The 
Capitol Boilers is practical—not theoretical. 


Consider the expense of the extra piping made necessary by the absence of 


KANSAS CITY, MO., 120 W. Eleventh Street. 













saving side for the dealer in 
For instance: 


You eliminate this expense entirely with Capitol Boilers, because they are 
equipped with a countersunk header which in itself takes the place of the “pipe 
header” and insures steady water line and dry steam. 
flush with the boiler gives the fitter ample head room and a saving of space so 
valuable when working in low basements. 


Drop us a card today for our Catalog and other detailed information. 


United States Heater Company. 


General Offices and Works: Fort 8t. and Campbell Ave., DETROIT, MICH. 


Besides this header being 


SALES AGENCIES: 

ST. LOUIS, MO., L. M. Rumsey Mfg. Co. 
DENVER, COLO., Kellogg & Stokes Stove Co. 
MINNEAPOLIS, MINN., Plumbing & 8S. F. Supplies Co. 
NORFOLK AND RICHMOND, VA., Virginia-Carolina 
Supply Co. 
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Chapter 26 (14 pages). This chapter is on business 
methods, contracts, etc. 

The last chapter, “Miscellaneous,” gives miscellane- 
data with tables acquired by the author from time to 
time and all pertains to the heating trade. Table 
XLIV. could be extended to include sizes of pumps 
necessary to supply boilers, similar to the Stillwell, 
Bierce table which would add to its convenience. The 
tables on duct sizes and galvanized work in the bal- 
ance of the book are extremely valuable. 


The Bungalow Book, by Henry L. Wilson. Size 


8x11, printed on heavy paper and bound in stiff paper . 


covers. Price $1.00. Contains a general review of the 
growth of the Bungalow idea, with special reference to 
its development in California from the primitive ’dobe 
shacks of the early settlers and the old missions of 
the Spanish padres to the modern, attractive and com- 
modious homes of this style for which California is so 
famous. There are some fifty-six illustrations in half- 
tone, line etchings and wash drawings, showing bun- 
galow exteriors, and many floor plans. Because of its 
artistic possibilities, its easy appearance, general con- 
venience and reasonableness of cost, the bungalow is 
gaining rapidly in popular favor, and to those contem- 
plating building a home this book will undoubtedly 
be of great interest and assistance. The designs shown 
are artistic in themselves and the general arrangement 
and style of the book is also very pleasing. 


Patents 


889,775. Water-Heating Apparatus. Frank Dupuis, 
Pawtucket; Frederick E. Page, Providence, and George 
H. Page, Pawtucket, R. I. 

889,802. Valve. Lawrence S. Nash, Detroit, Mich. 

889,218. Water-Closet Seat. 

889,975. Apparatus for Thawing Frozen Ground, etc. 
Charles Schweizer, Maplewood, Mass., assignor to 
American Heating Company, Boston, Mass., a corpora- 


Tilghman J. Florly, 


tion of Maine. 

889,979. Bath-Tub. Eugene H. Sloman, Detroit, 
Mich., assignor to Seamless Steel Bath Tub Company, 
Detroit, Mich., a corporation of Michigan. 

890,047. Water-Purifying Apparatus. John C. W, 
Greth, Pittsburg, Pa., assignor to Wm. B. Scaife & 
Sons Company, Pittsburg, Pa., a corporation of New 
Jersey. 

890,057. Combination Gas and Water Valve. 
bert S. Humphrey. Kalamazoo, Mich. 


Her- 


890,130. Water-Heater. Robert Farren, Cleveland, 
Ohio. 

890,137. Circulating Device. Egbert H. Gold, Chi- 
cago, IIl. 

890,138. Heating System. Egbert H. Gold, Chi- 
cago, IIl. 

890,189. Plumber’s and Tinner’s Portable Furnace. 
Peter E. Snow, Denver, Colo., assignor to Ada E. 
Snow, Denver, Colo. 

890,237. Water-Heater. sJernard A. Kennepohl, 
Richmond, Ind. 

890,294. Damper-Regulator. James B. McCaughey, 


Pawtucket, R. I. 
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890,327. Hand Pipe Cutter, Threader, and Wrench. 
Peisech Blum, New York, N. Y. 

890,404. Safety Gas-Cock. Harry E. Brockman, 
Sioux City, Iowa, assignor of one-half to J. H. Jones, 
Sioux City, Iowa. . 


890,431. Stop-Cock. Henry H. Martin, Maryville, 
Mo. 
890,433. Sewage-Disposal Apparatus. William C. 


Matthias, Reading, Pa., assignor to Oliver M. Weand, 
Reading, Pa. 

890,555. Radiator Return-Trap. Arthur L. Canfield 
and Byron E. Van Auken, Chicago, III. 


890,487. Steam or Hot-Water Boiler. 
Bachler, Philadelphia, Pa. 


890,516. Air Cooling and Humidifying Apparatus. 
James Kelly, Providence, R. I. 


890,537. Steam-Separator. 
Louisville, Ky. 
A WATER WAY WEDDING TRIP. 


Newly Married Couples Take the D. & B. Daily Line 
Steamers Across Lake Erie. 


Christian F. 


William E. Stanley, 





These are the days of the June brides and many 
bridal couples enjoy the delightful lake ride between 
Detroit and Buffalo. A trip on the palatial steamers, 
Eastern States and Western States, fills all require- 
ments, furnishing romance and seclusion at reasonable 
figures. Staterooms and parlors reserved in advance. 
Send two-cent stamp for illustrated booklet. Address 
Detroit & Buffalo Steamboat Co., 5 Wayne St., Detroit, 
Mich.—-Adv. 




















The “HALLET” 


» 
* Porcelain ‘Enameled 


Iron ‘‘One-Piece” ‘‘Hallet’” Lavatory 
on Enameled Wall Brackets with 
N. P. Brass Secret, Waste 

with China Index. 


DIMENSIONS 
Elipse Slab 24x34 in. American Basin 14x18 in. 


Plate A-201. All Over Enameled, - - - $31.00 
Plate A-202. Upper Surface only Enameled, 28.00 


Manufactured by 


J.M. KOHLER SONS CO. 


SHEBOYGAN, WIS., U. S. A. 





NEW YORK: 
48 Cliff Street. 


CHICAGO: 


oO OAKLAND: 
514 First National Bank Bldg. 


1127 5th Ave. 
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SANITARY 
©) EARTHEN- 
WARE 


CAMERON, WEST VIRGINIA 





WHY NOT USE THE BEST? 


Killeen Prepared Wiping Cloths 


Durable, convenient, economical. 
The highest standard of quality. 
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Require no greasing; ready for use at all times. 
Made in all regular sizes. 

Best Herringbone Ticking Cloths, per dozen, $1.25 
Highest grade Moleskin Cloths, per dozen, 1.75 
Postage or express prepaid if cash is sent with order. 
Sample mailed on receipt of 2c. stamp. 


UNION SUPPLY CO., Dundee, Ill. 
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[ suppose I may call you that without offense, for I’ve been in the game as a 
MASTER PLUMBER AND SUPPLY JOBBER over twenty-five years in 
) 
) 
) 
Q 


Denver, Colorado. My recent occupation has been the management of 


SOMEBODY ELSE’S BUSINESS. 


[It was a big Plumbing Supply Manufacturing Concern, and a good one too, but 
I saw that what I could do good for them I could surely do better if I was to 


“MIND MY OWN BUSINESS,” 


So I scratched my head and thought it over. Finally I got confidential with 
- . ‘tur “ , - 
myself and said: Now F-H., you’re old enough, have had experience 

enough, why don’t you get out and hustle for yourself ?”’ 


THAT’S WHAT I DID. 


I am now hanging out my shingle announcing that I am just opening up my 
own business right in old Denver. My sign will read: 











HELLO BROTHER! 
} 











Wholesale Plumbing Specialties and Supplies. 


Correspondence, Catalogs and PRICES 
Solicited by 


Temporary Address: iS a] Pp A R A Wy j G a Wholesale Piumbing Speeialties 
2902 East Colfax Avenue, a s a DENVER, COLO. 





PLEASE MENTION DOMESTIC ENGINEERING WHEN WRITING ADVERTISERS. 
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Domestic Engineering 


Published each Saturday by “Domes- 





tic Engineering (Incorporated). 
Office of publication, 49-53 North 
Jefferson street, Chicago. Tele- 
phone, Main 3254. 








Advertising Rates: ‘The rates for 
advertising will be forwarded upon 
application. The publisher reserves 
the right to reject advertising mat- 
ter of an objectionable nature. 

Copy and cuts for advertisements 
should be received by the last day 
of the week preceding publication. 
We cannot guarantee insertion or 
changes in advertisements if re- 
ceived later. 





Terms of Subscription: To sub- 
scribers in the United States, $1.00 
a year. 

To subscribers in Canada and 
foreign countries within the postal 
union, $2.00 a year. 

Single copies of current issues, 5 
cents; copies of back numbers, 10 
cents each. 

Subscriptions are payable in ad- 
vance, the regulations of the Post 
Master General forbidding the ex- 
tension of credit for subscriptions. 





_ June 20, 1908 


CLASSIFIED ADVERTISEMENTS 


The rate of advertising under this 
heading is 10 cents a line an in- 
sertion. The average advertisement 
runs six words to a line. To insure 
insertion in this column copy should 
be received not later than Wednes- 
day afternoon, 











Help Wanted. 








WANTED—F IRST CLASS SALES- 

man for general line of plumbin 
goods, heating material and wel 
supplies. Address No. 888, ““‘Domes- 
tic Engineering,” Chicago. 


WANTED—TW O EXPERIENCED 
traveling salesmen for plumbing 

and steam heating supplies in cen- 

tral and southern territories. Ad- 

dress No. 893, Domestic Engineer- 

ing, Chicago. 

THOSE PARTIES ANSWERING 
adv. No. 879, for manager plumb- 


ing supply house will have to give 
full details as to experience, quali- 








fications, references, etc., before 
consideration is given. "Address, 
No. 79, “Domestic Engineering,” 
Tl 
WANTED—SALESMEN VISITING 
plumbers and plumbing supply 
houses in territory west of Ohio 
to take side line on commission; 
a good article and a good seller; 
name territory traveled and give 
references. Address No. 898, Do- 
mestic Engineering, Chicago. 


— —_— 


EXPERIENCED SALES- 





W ANTE D— 

man acquainted with the plumb- 
ing trade in Pennsylvania and 
throughout the East to handle a 
full line of high-grade hot water 
and steam specialties in connec- 
tion with affiliated lines, on com- 
mission basis. Address The Schu- 
bert Specialty Supply Co., Sellers- 
ville, Pa. 

Situations Wanted. 





WANTED—BY A FIRST-CLASS 

plumbing supply salesman with 
long experience, a position as sales 
manager or salesman in Middle 
West: A-1 record as to ability to 
get business. No. 897, Domestic 
Ingineering, Chicago. 











WANTED—A POSITION BY A 
plumbing salesman who has 
been traveling in Colorado, Idaho, 


Utah and Wyoming for the past six 
vears. Address No. 896, Domestic 


Engineering, Chicago. 


WANTED—TO CORRESPOND 
with plumber that wants a good, 
temperate all-round man as fore- 




















man, manager or assistant; 18 years 
as journeyman and master plumb- 
er. C. L. Smith, 1207 S. 15th st., 
Spr ingfeld, l. 
For Sale. 

FOR SALE—OTHER BUSINF 

requires owner’s attention. He 
offers for sale a well-established 
heating and plumbing business in 
a growing town of 65,000 popula- 
tion; is doing a good business; have 


a number of large contracts, both 


heating and plumbing, now on 
hand. Address No. 894, Domestic 
Engineering, Chicago. 


FOR SALE—IN GOOD, LIVE MFG. 

city in Wisconsin, a plumbing 
business that has coined money for 
owner; want to retire, not on ac- 
count of “age, health or going 
west,” but because I have made 
good and want to rest; business 
will stand investigation and prove 
©. K. to a live, sober man that can 
hustle. I will guarantee success. 
Address No. 891, “Domestic Engi- 
neering,” Chicago. 








Agencies Wanted. 








MANUFACTURERS’ AGENT IN 

New York city can take on sev- 
eral new lines of plumbing and 
heating specialties. Can carry 
small stock, For further particulars 
address No. 860, “Domestic Engi- 
neering,” Chicago. 





Miscellaneous. 





HEATING TRADE!—IF YOU WISH 

to secure control] for your terri- 
tory of the only continuous vacuum 
heating system for low pressure 
work. address Standard Vacuum 
Heating Co., 49 Roslyn Pl., Chicago. 








Piumbing Schools. 


—_— 





EARN $5 A DAY—LEARN TO BE 
a plumber in from 4 to 6 months 

on easy payments. For particulars 

address Master Plumbers’ Trade 

_— 3402 Lindell Ave., St. Louis, 
oO. 








BUYERS’ READY REFERENCE 





Expansion Bolts. 


STAR EXPANSION BOLT CO., 147- 

149 Cedar St., New York City. 
Manufacturers of Expansion Bolts in 
Iron, Brass and Lead. Star Screw 
Anchors (Lead) are indispensable to 
Plumbers. 








Couplings. 





SELL YOUR SURPLUS COUPLINGS 

and fittings. We buy. Write us. 
. & J. Mfg. Co., 26 W. Randolph 
St., Chicago. 


Pipe, Caat Iron. 





CHAS. MILLAR & SON CO., UTICA, 

N. Y¥. Superior quality Cast Iron 
Gas and Water Pipe, Cast Iron Soil 
Pipe and Fittings, Cast § Iron 
Screwed Fittings. 





Gas Fixtures, 





E,. BAGGOT CoO., 45-47 EAST LAKE 
St., Chicago, Ill. Makers of Gas 
Fixtures and Fittings. 





mn vr: A Fixtures.—Gas only, and 
Combination Gas and Electric. Send 
for Catalogue showing complete line 
at prices you have never before 
seen quoted. Large stock, ready for 
immediate shipment. American 
Brass & Glass Co., 19 La Salle 8t., 
Chicago. 





Plumbing Specialties. 


PLUMBERS’ SPECIALTY MFG. 

821 Chestnut street, St. Louis, ie 
Fuller Balls, Feather Edge Syphon 
Valve Washers, Compress nl ash- 
ers, Douglas Tank Balls and full 
line of Plumbers’ Rubber and Brass 
Specialties. Galvanized Iron Pipe 

ngers. Special prices. 








Traps, Steam, 





THE a STEAM TRAP CO., 


Albany, N, - Improved Return 
Steam Traps. Practicability and ef- 
ficiency. 





Water Closets. 





K. V. A. CLOSET TANKS AND 

Seats. None better made. Knott- 
a Arnam Mfg. Co., Fort Wayne, 
nd. 





THE R. C. McCLURE Co., SYRA- 

cuse, N. Y. Mfrs. of the very high- 
est grade of Water Closets. Send 
for booklet. 








BOOKS, 





Fifty Plumbing Charts.—A Layout 


of fifty Jobs, ate sizes of all 
piping, Roughing-in etails for all 
Fixtures, etc, An awfully handy 


Reference—when in doubt—for the 


small sum of 25 cents, postpaid, de- 
livered. “Domestic ngineering,” 
hicago. 





Practical Steam and Hot Water 
Heating.—By King. This work 
consists of a series of blue prints, 
showing in full detail the proper 
installation of steam and hot water 
heating plants. It is a practical 


book for the SS man. No 
steamfitter’s library is complete 


without it. Price, $5.00, delivered. 
“Domestic En ineering,” 49-53 N. 
Jefferson St., Chicago, Il. 








Sanitation in the Modern Home. 
—A suggestive guide in designing 
and building a residence providing 
a healthful, comfortable and con- 
venient home. Every plumbing and 
heating contractor should have this 
book in his library both for his own 
use and as a reference book for his 
patrons, as its judicious use will in 
many cases convince a customer of 
the advisability of installing hig’:- 
grade plumbing and heating sys- 
tems in new residences. 272 pages, 


8x5% inches; substantially bound. 
Price, $2.00. “Domestic Engineer- 
ing,” Chicago. 














Adjustable Radiator Foot Rest 


Can be used for bath tubs and other fixtures. 


The Jennison Company, 


Time saved on each job pays for them. 

Your loss if you don't know it 
Fitchburg, Mass. 
Sold by Jobbers 
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A Genuine Frost=Proof 


Closet 


POSITIVELY CANNOT FREEZE 


There is a constant demand for a 
Closet that will not freeze, but there is 
only one sure enough frost-proof Closet 
on the market. Our trap and valve is 
built below the frost line, and that is 
the only sure way to build a frost- 


proof closet. 


inlet is held open, and the waste outlet 





and outlet to the hopper are closed, 
thus forcing the water into the tank, 
and compressing the air before it, 
ready, upon release of seat, to senda 
scouring flush, leaving the closet clean 
and dry. The closet is all assembled 
and finished before it is sent to you, 
ready to set on trap. 


When in use the valve 





Send for catalogue. it tells explicitly all about Frost- 


proof Closets, and why ours is “‘IT.”’ 


PITTSBURGH BRASS MFG. CO. 


PITTSBURGH, PENNA. 

















FULLER 


BIBB. 


Solid Flange 


Male 


for Iron Pipe. 


[No 


“The Quality Sign’’ 


THE “UNION” LINE OF 
HIGH GRADE PLU MB- 
ERS’ BRASS GOODS 
AND SANITARY  FIX- 


TURES IS 


DEPENDABLE! 







Write for our catalogue and then you may 
order from your jobber. 


Union Brass & Metal Manufacturing 


ST. PAUL, 


Company 


MINNESOTA. 





‘‘Pennie’’ Patent Back 
Water Sewer-Gas Valve 


Placed in the Waste Pipe leading 
to sewer, it is a perfect sealagainst 
flood water backing up into the 
house and prevents the entrance 
of sewer-gas at alltimes. It offers 
no restraint to the outflow,is posi- 
tive and automatic in operation and 
will stand smoke and other tests. 
It will operate in horizontal, verti- 
cal orinclined position. Write for 
descriptive circular and price list 
today. 





Brass and Iron Gate, Globe, 


Will fit either standard Angle and Check Valves. 


or extra heavy pipe 


Territory open to agents 


THE KENNEDY VALVE MFG. CO. 
MAIN OFFICE, ELMIRA, NW. Y. 
AGENCIES: 


Chicigo, Dugger-Clark Co. 
New Orleans, Louis Kaufman. 


San Francisco, Culin & Stanyan. 
Louisville, E. D. Morton & Co 


And at 57 Beekman Street, New York 

















THe ADVEBTISEMENTS IN DoMESTIC ENGINEERING ARE INDEXED. TurRN To Pace XXVI. 
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INDEX TO ADVERTISEMENTS 


The star indicates that the advertisement is inserted every other week: the dagger (+) once a month. 
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: WOLVERINE @grl 


BRASS WORKS 





DOMESTIC ENGINEERING 


REGISTERED 


Bath Room Furnishings and Fixtures 


WOLVERINE 























ROSE HEAD SHOWER 
No. 2440 





CURTAINED SHOWERS. 


(They’re Nickel-Plated Brass.) 


We carry in stock a complete 
line of 


Bath Seats 
Shower Sprays 
Shower Yokes 
Portable Showers 
Shower Parts 
Rubber Mats, Etc. 


Every one Bearing our Name and Fully 
Guaranteed. 


THE 
WOLVERINE 
GUARANTEE 


Means much to hosts of prosperous, pro- / | 


gressive Plumbers everywhere. 


WON’T YOU JOIN THEM? 


ASK FOR CATALOGUE “‘F.”’ 
ASE TODAY! 





Wolverine Brass Works 


Main Office and Factory: 


GRAND RAPIDS, MICH. 


Branch Offices: 


San Francisco, CA. CHATHAM, ONT 
206-8 Natoma St. CANADIAN WOLVERINE Co., Ltp 











PLEASE MENTION DomeEsTIC ENGINEERING WHEN WRITING ADVERTISERS. 














TUBULAR HEAD SHOWER 


AND SHAMPOO. 
No. 2441. 


WD) seass works 
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Pay No Attention 
To Threats 


We guarantee you and your customers 
against infringement when our improved 
vacuum valves steam heating system and 
Why 
not give your customer the benefit of a 


automatic vacuum valves are useu. 


more economical and satisfactory system. 








We only ask an investigation, if we can’t 
show you that we have the very best 











vacuum system and vacuum valves we 
will not ask for your business. 
It’s up to you. 


SIMONDS HEATING 
& SPECIALTY CO. 











105 Washington Avenue, 











Wade Accessible, Straightway, 
Flushing, Cleanout Back 
Water Gate Valves 


Prevent the entrance of 
sewer gas, refuse or 
Flood waters from the 
main sewer, 





Wade Figure 1. Showing action 
of direct pressure water 


Hubbed for either vitrified ‘ 
clay pipe, standard or ex- 
tra heavy iron pipe. 


Without the back water “Zz 
gate vaive, this fitting 
makes the most perfect 
cleanout on the market. 





Write for catalogue of full 


line of Wadelron Sanitary Wade Figure 2. Showing Figure 1, 
installed with extension manhole 
Specialties. level to surface. 


WADE IRON SANITARY MFG. CO. 


43 East Harrison St., Chicago, Il. 
Between State and Wabash Av. Long distance Phone Harrison 6713 











Detroit, Michigan 
DO YOU USE ”» 
Plumber’s Paste e 


Do you not want a guaranteed not-to-tin article, no mat- 
ter how often you wipe a joint over? This is anexcep- 
tionally good paste and not a cheap flour paste; besides 
it has nothing in its composition that will injure your 
metal or cloths in the slightest. I will forward you 
by mail a trial box of this paste on receipt of 10 cents. 


JOHN M. SADLER 
452 W. RANDOLPH ST., CHICAGO, ILL. 











DESIGNERS —— 


SIPSCREEVAN 


ELECTIROTYPERS 


ENGRAVERS 


l66 So.CLINTON ST., CHICAGO. 
TELEPHONES. MAIN 4757-4777 








THE ADVERTISEMENTS IN DOMESTIC ENGINE ERING ARE INDEXED. 








Lighting Fixtures 


Lower Prices 


Have you received our 


New 
Discounts 


on all of our cata- 
logs taking effect 
Feb. 15, 1908. You 
can buy Beards- 
lee’s High Grade 
Fixtures as 
cheaply as the or- 
dinary kind. 


Get our Catalogs 
and Prices. Send 
us your orders and 
your troubles are 
over. We sell only 
to the Trade. 


Beardsles Chandelier Mfg. Co. 


(The House of Quality) 
176, 178, 180 So. Clinton St., Chicago 








Turn To Pace XXVI. 
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DOMESTIC ENGINEERING 


Notes from the West 


Sedalia, Mo.—The Heating and 
Electric Company has increased its capital from $50,- 
000 to $125,000. 

Pueblo, Colo.—Jas. Howlett is doing the plumbing 
and heating on the office building being built by Frank 
Coshocton, on East Northern avenue. 


Economy Steam 


Colorado Springs, Colo.—Doyle & Schwartz have 
secured the contract for the plumbing and heating of 
the new girls’ hall at Colorado College. 

Milwaukee, Wis.—J. E. Robertson, of 2717 Grand 
avenue, has secured the contract for the plumbing in 
the Ideal $50,000 
building. 


Laundry Company’s new laundry 


Jonesboro, Ark.—The Citizens’ Plumbing and Sheet 
Metal Works has secured the contract for the heating 
and plumbing in the new $60,000 hotel to be erected in 
Camden, Ark. 


Fort Worth, Tex.—-Chas. Glenk has moved his plumb- 
ing, steam and gasfitting establishment from 115 Main 
street to his own building at 110 South Jennings ave- 
nue. Mr. Glenk has been in business on Main street 


since 1894. 


Pueblo, Colo.—L. I. Wade is doing the plumbing 
in the Silver Grill hotel. The building is being re- 
modeled, a number of private bath rooms being added, 
and a lavatory, with hot and cold water installed in 
each room. In all forty-two fixtures will be installed. 


Pueblo, Colo.—The Pueblo Plumbing Co. is doing 
the plumbing and heating on the two-story residence 
being built by J. Jewel on West Evans avenue, also 
the plumbing on the residence being built by E. E. 
Fletcher on East Seventh street, besides having on 


hand a number of smaller contracts. 


Pueblo, Colo.—S. F. Goss has been awarded the con- 
tract for the plumbing and heating in the bath house 
being erected at St. Mary’s hospital. The building is 
being built as an annex to the hospital, and is to be 
supplied by an artesian well recently drilled on the 
grounds. The specifications call for 67 fixtures of the 
highest grade. 


Fort Smith, Ark.—C. B. Whiteside has sold his in- 
terest in the Standard Plumbing Company to the 
Ayers Plumbing Company, which will result in a con- 


XXVili @ 


solidatron of the two companies under the title of the 
Standard Plumbing Company. The business will here- 
after be conducted from the location of the Standard 


Plumbing Company. 


Pueblo, Colo.—D. E. is doing the plumbing 
and heating on the annex being built at the State In- 


Burk« 
sane asylum. This is one of the largest contracts in 
state, and will take several 
complete. Mr. Burke 1s doing the 
plumbing in 35 houses being built by Geo. E 
East Pueblo, and 15 houses being 
Krammer, in East Pueblo Heights. 


Col.—The 
Union on May 1 went out on strike, their demand of 
an increase in from $2.80 to 
having been denied by the Denver Master 
Association. The master plumbers commenced hiring 
non-union help, and at the end of about a week the 
Suilding Trades 


the southern part of the 
months to also 
Kine, in 


built by M. L. 


Denver, members of the Drainlayers’ 


wages $3.25 per day 


Plumbers’ 


Council and the Union 
asked for a conference, which was granted. As are 


sult of this conference it 


Drainlayers’ 


was agreed that two arbi- 
trators should be chosen by each side, these four to 
select a fifth man, and that the finding of this arbi- 
tration board should be final, each side agreeing to 
be bound thereby. The Master Plumbers’ Association 
chose as their arbitrators President George E. Smith 
and Vice-President John H. Winters. The four arbi- 
trators, after considering many names, finally selected 
Ex-Senator Thomas M. Patterson as the fifth arbi- 
trator. Senator Patterson consented to act and each 
side has presented the statement of their case to him. 


A decision is expected in the near future 


Washington, D. C.—Sealed proposals will be re- 
ceived at the office of the Supervising Architect until 
3 o'clock p. m., July 23, for the construction (including 
plumbing, gas piping, heating apparatus, electric con 
duits and wiring), of the United States postoffice at 
Alton, Illinois, in accordance with drawings and speci- 
fications. 

Washington, D. C.—Sealed 
ceived at the office of 
3 o'clock p. m., 


proposals will be re 
the Supervising Architect until 
July 24, 1908, for the construction (in- 
cluding plumbing, gas piping, heating apparatus, elec- 
tric conduits and wiring), of the United States post- 
office at Belleville, 


Ill, in accordance with drawings 
and specification. 





THE “SANSEALO” DRAIN 
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With 

or 
Without 
Back Water 
Trap. 





INSURES A DRY GELLAR 


Patented Jan. 5, 1904, 
TURN ON YOUR HOSE AND CLEAN UP 


in safety, for a 
and a dry cellar always. 


CRAMPTON-FARLEY BRASS CO., *4*%48, oT. 


No need to dig up your concrete 
OoTsS-—use a 


“SANSEALO” DRAIN. 


You can lift the inner trap out and 
thus gain direct access to soil pipe, 
and save digging up your cement 
floor. When your soil pipe is clogged 


Ox oer ees 








“Sansealo” will give you perfect floor drainage 


Write us today for new catalogue. 
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IT TOOK 


5 WEEKS 


To Get the Goods, and He Wanted Them in 
3 Days. The MORAL is, trade with the 


MIDLAND SUPPLY COMPANY 


THE NEW UP-TO-DATE SUPPLY HOUSE AT 
DAVENPORT, IOWA, ON THE MISSISSIPPI RIVER 
THE CENTRAL MARKET OF THE MIDDLE WEST 


We carry at all times a full and complete 
Stock, and can fill and ship orders promptly. 
On account of our central location and ex- 
cellent shipping facilities, the goods will reach 
you quickly and without delay. We can 
Save you worry, time and money. 


WE CAN SUPPLY PLUMBERS, FITTERS, 
FACTORY AND MILL SUPPLIES, ENGINES, 
BOILERS AND RADIATION PROMPTLY 


LET US QUOTE YOU PRICES 
WRITE TODAY 


MIDLAND SUPPLY COMPANY 


600-622 E. FOURTH ST., ADJOINING C. R. |. & P. FREIGHT DEPOT DAVENPORT, IOWA 
PHONES: BELL NO. 11 UNION ELECTRIC NO. 11 


JOHN CORRY, Pres. A. D. HATHAWAY V-P ano Sec'y Fr. WERNENTIN, Jr., Treas. 


THE ADVERTISEMENTS IN DoMESTIC ENGINEERING ARE INDEXED. Turn To Pacer XXVI. 
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The Warnock fits any and every pipe 
and never jerks or never slips. 


Ask Your Jobber 
Warnock Mfg. Company 


Worcester, Mass. 





For all polished pipe work you 
need a Warnock Wrench 











It means better work—its cost is little 











OQakum, Jute Packing, Pig Lead, 
Calking Lead in 5 pound ingots, 
Sheet Lead, Lead Pipe, Solder, 
Soldering Salts, Soldering Coppers. 


WRITE 


The Bogue Lead Company 


1810 Blake Street, DENVER, COLO. 











Plate No. 15. Pat. June 16, 1906. Shows “@ Francia” (Gas 
Heated) Combined Clothes Dryer and Laundry Stove. Thestove 
boils clothes, heats flat-irons and heats the Dryer, thus drying the 
clothes by what would ordinarily be WASTE HEAT. Can fur- 
nish stove for burning gas. coal or wood for fuel as may be desired. 





Mr. Plumber:— 


You can increase your business by selling “Chicagn” 
CLOTHES DRYERS. The laundry room of every first 
class RESIDENCE, APARTMENT BUILDING, moderate sized 
HOTEL, HOSPITAL or other INSTITUTION ought to be 
equipped with a“Chiragn “CLOTHES DRYER. We make 
CLOTHES DRYERS of all kinds and sizes, heated by GAS, 
COAL STOVE, STEAM or HOT WATER. 


Write for illustrated catalog, D. 10 and full particulars to 


CHICAGO DRYER COMPANY 


379-381 Wabash Avenue, Chicago, -Illinois 











LIGHTING FIXTURES 


WATER—on a duck’s back ? 









URNI6HN 


I guess not, but that is the way your solder works 
when you use a paste containing pumice stone, it 


BNTRAL Pe 
doesn’t give the pipe a chance to get the heat and 
Cpranpevice IXTURES puts your cloth on the bum. 20th Century Paste 
OMPANY ITTINGS for Plumbers allows the hot solder to hug the pipe, 
513 Fulton St., Ghicago—and Accessories does not tin in wiping and gets the right heat 


quicker. Be sure and furnish your men with 20th 








LET US 
MNELP YOU 





A line of our Gas and Electric Fixtures 
will do the trick. Send for Catalog 


CHAS. H. DEBS & CO., 133 S. Clinton St., Chicago 


PLEASE MENTION DOMESTIC ENGINEERING WHEN WRITING ADVERTISERS. 


Century Paste. Time saved is money saved. 
Send me your jobber’s name and I will send you 


INCREASE YOUR BUSINESS a sample can, if you don’t omit your address. 


Keller, the Paste Man, *°." chicas: 
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High-Grade 
COMPRESSION 


BASIN 
COCKS 
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WITH 
FOUR BALL 
CHINA 
INDEX 
HANDLES 


i 


HOC oy. 


This Basin Cock is well made, 
heavily nickel-plated, thoroughly 
tested and guaranteed to give satis- 
faction where an article of elegant 
design and at a reasonable price is 
called for. We can farnish either 
PLAIN OR ENCASED SWIVEL DISC. 


You cannot possibly make a mistake in 
sending us a sample order of these goods. 


Indiana Supply Co. 


Capitol Avenue and Market Street 
INDIANAPOLIS, IND. 


( 


(" 


‘ 
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SEAMLESS, DURABLE AND SANITARY 


ANCHOR STONE 
LAUNDRY TRAY 


THE HANDSOMEST LAUNDRY 
TRAY ON THE MARKET TODAY 





These Laundry Trays are scientifically and carefully constructed 
of the very best imported Portland Cement and Crushed Granite, 
fitted with Siamese Brass Plug and Couplings and as the Trays 
are all made in 
one piece and 
with round 
corners, there 
are, of course, 
no joints, crev- 
ices or seamsin 
which either 
dirt or vermin 
can find lodg- 
ment. They are 
thus absolutely 
Sanitary and 
beyond any pos- 
sibility of leak- 
ing. For durability they are away ahead of comparison with any 
other Tray made, as they cannot be injured even when in con- 
tact with the pipes which convey the hot water and steam, and 
only one pipe is necessary to make connection 








Write for 
Prices Now 






Anchor Stone Laundry Tray Company 
MINNEAPOLIS, MINN. 





NOT ALL NEW THINGS ARE GOOD 


But when a new thing does what the old does— 
and then some—it IS good! 


THE (NEW 


Milwaukee Heat Generator 


Does what no other heat generator can do and 


DOES IT WELL. 


It maintains the pressure on the system ALL THE TIME, declining 
gradually with the fire and always permits the normal circulation of 
the water through the expansion tank. 


IT IS SURELY A WONDER WORKER 


and is fast gaining friends among dealers. 


WRITE FOR FULL PARTICULARS 


wun  2HE MILWAUKEE HEAT GENERATOR CO. 
458 Eleventh Avenue 





MILWAUKEE, WISCONSIN 
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Every GLASSOID Tank 


BEARS OUR GUARANTEE LABEL. 


OUR GUARANTEE 


is fora greater length of time than has ever 
before been given on a Closet Tank. 


THE GLASSOID TANK is the only 
vitreous tank you can buy as cheap as any 
copper lined wood tank. It is beautifully 
finished, by our patent process, in all varie- 
ties of woods and 


WHITE ENAMEL 


The Glassoid Tanks 


are made in one piece and are cast the same as brass, iron or 











other metals. 








NO WOOD , 

NO IRON The Most Substantial 
NO COPPER Tank 

NO JOINTS “ine - 
NO SWEATING COUPON > 


NO LEAKS —— 


“LOOK IN THE BOOK AND SEE.” 


MANUFACTURED BY 


The W. J. Scully Mfe. Co. 


DETROIT, MICHIGAN 
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KNOW “Recio”? 


Cut shows Junior Pattern with large 
raised local Vent, operated by seat. 
The Tank Enameled in and out. 


Take it all in all it’s unequaled for 
school, office or for public use. 


MAY WE MAIL YOU 





CATATOGUE? 
FORT PITT SUPPLY CO. 
317-332 Second Ave., PITTSBURG, PA. 























Qu in- See a “ - 


Water or Gas Service Box 


PATENTED 


We submit the Quin-See Box to 
the trade as an improvement. 





UPPER 
PACKING GLAND 
1a— RUBBER 


Our Catalogue M just issued meme | |: So 
tells all about the Quin-See Box. At 


Send for it and see if we can’t 
convince you that the Quin-See 
is what your city ought to have. 
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Quincy, Illinois 
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COLEBROOK’S PIPE JOINT CEMENT 


Makes Unleakable Joints 


Better and Cheaper than Red Lead. Quicker and More Economical. Write for free sample and souvenir 


Manufactured only by Ww. H. COLEBROOK’S SONS, Syracuse, New York 


PETES TIALS ETS oe eo 
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Lausten Lead Works 


PRATT & MORGAN STS., CHICAGO 


MANUFACTURERS OF 


Lead pipe, Sheet lead, Lead traps and bends 
Solder, Block tin pipe, Plumbers’ dry soil 


eee 





. 
Notes on Heating and Ventilation, by Prof. John R. Allen. Enlarged Edition, The essence of 
expert knowledge of the kind which busy steam and hot water fitters like, written in such a way that anybody can understand 
it. Bound in cloth. Price $2. DOMESTIC ENGINEERING, 49-53 North Jefferson Street, Chicago 


WAN 7 ED: In our die and tool 
° department. We ‘ 
build special machinery, do die, tool and model e 


work, take contracts for metal specialties of all 
kinds. National Stamping Electric Works, 


153 159 S. Jefferson Street, Chicago. The Bower All Brass Trap is Being 
Imitated in a Composition Metal. 





























FIFTY CHARTS 


Showing how Plumbing should be done 
TWENTY-FIVE CENTS 
DOMESTIC ENGINEERING, CHICAGO 








THE ORIGINAL 
BOWER TRAP 
IS ALL BRASS 
AND IS MADE 
BY US ONLY 


}| [pene =e 
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We speak words that ring true. 
Quit croaking. 

Go after business. 

Incidentally use 


Clean Sweep Traps 


They make your poor work good, 
And good work better. 





| 
i! 
| 


SENS 8 F 





All Sizes and Styles 
either All Brass or 


. . The Kind you havealways Lead. 
Used by the Government, upon its work. bought. 


DETROIT SANITARY SUPPLY CO. THE MONARGH BRASS CO. 


Sole Manufacturers 
Second and Antoinette Streets, Detroit, Mich. CLEVELAND, OHIO. ; 3 
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BB. HIGH PRESURE! THE, PERKES 
All sizes 4 inch to 3 inch inclusive b O R C E P U M P 


for Top, Bottom or End Supply and i 


also for low Down Tanks with spe- 

cial float. Removable seat of best $5. 50 net 
steam metal. Floats stamped with 
our B. B. thoroughly guaranteed. 


ASK YOUR JOBBER FOR THEM. Order one 
Boston Brass Company for trial 


36-40 Oliver St. Boston, Mass. 





ead ee 














ESTATE 


Enlarged Edition sd (0) Charles Perkes 


Allen’s ‘‘Not Heati i 
en’s Notes on Heating Manufacturers and Dealers in 


and Ventilation’’. There is lumb} Ss 1; 
no better authority on construction and design Plumbing Supplies 
thai this book. Address Book Dept. 627-629 Arch St. 


PHILADELPHIA, PA. & 


Established 1856 


Domestic Engineering, 49-53 N. Jefferson St., Chicago 























STRONGEST — SIMPLEST — HANDIEST — CHEAPEST 


B-LWrench for Polished Work 


It has several good features not found on any other wrench. 
Send for circular and end your wrench troubles. 


B.-L WRENCH COMPANY, Sole Manufacturers, Boston, Mass. 

















Sanitation in the Modern Home  /5t off the press. Good reading and remarkably resourceful for the busy 
man who reads mostly for profit. Bound ia cloth. Price, postpaid $2.00. 


DOMESTIC ENGINEERING, 49-53 North Jefferson Street, Chicago 














WHEN IN THE MARKET FOR | 


Solder Nipples and Unions | 


Get our prices 


Our goods are guaranteed to give entire satisfaction. Copy 
of Catalog A and Discount Tables sent you on request. 


J.B.CAMPBELL BRASS WORKS. 


ERIE, PA. 





























Turn To Page XXVI. 





Tue ADVERTISEMENTS IN DoMESTIC ENGINEERING ARE INDEXED. 





DOMESTIC ENGINEERING xXXi 








LN A GE OR eS sere eS Se 





Mueller 
Ground Key Work 


Each Piece is 
Tested at the 
Factory under 
: 200 Pounds 

| Hydraulic 
Pressure 








The mathematician solves his problem and then proves 
the solution to be certain he is right. 

We have solved the problem of high grade Ground 
Key work and to prove that it is right subject every 
piece to a rigid inspection and test it under 200 
| | pounds hydraulic pressure. It gets a more severe 
| | test in our hands than it ever will get in service, but 
we must know it is right before it goes to the trade. 
Knowing this we giveit our Unconditional Guarantee. 


TRABE MARK 


MUELLER 


REGISTERED 


SS ee eee 


: H. MUELLER MFG. CO. 





Werks and General Offices Bastera Division 
DECATUR, ILL., U. S.A. NEW YORK, N.Y., U.S.A. 
West Cerre Gorde &. 254 Canal St., Cor. Lafayeme 
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If you wish the most 
af complete Plumbing 
Catalogue ever issued, 
send us acopy of your 
letterhead at once. 


H 
The new 1908 Catalogue 
of L. Wolff Manufac- 


turing Co., should be 
in every office. 















THE 


ADVERTISEMENTS IN 


PLANTS OF FHE L 


Located at Chicago, Ill 


L. WOLFF MANUFACTURING CO. | 


MANUFACTURERS OF PLUMBING GOODS EXCLUSIVELY 
THE ONLY COMPLETE LINE MADE BY ANY ONE FIRM. 


SHOW ROOMS, 91 DEARBORN STREET 


DENVER, COLO. 


DoMESTIC ENGINEERING ARE 





WOLF MANUFACTURING CO. 


,and Trenton, N. J., occupying about 34 acres of floor space. 


ESTABLISHED 1855 








CHICAGO TRENTON, N 


INDEXED. TuRN TO Pace XXVI. 
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| Standard” Closets 


will meet your requirements 





Although the closet requirements of a plumber may vary 
to a large extent, or the conditions under which they are to be 
installed are sometimes most exacting, the plumber who installs 
“Standard” Closets finds that they always give satisfaction. 
“Standard” Closets are made in such a large variety of designs 


that the exact type he needs to fill his specifications can be 
found in this line. 


“Standard” Closets include 
. those designed especially for 

the home, schools, hotels, 
public institutions, jails, 
asylums, large buildings, 
etc., every one of which is 
of “Stavdard” quality and 
guaranteed. 


The plumber who handles 
“Standard” Closets always fills 
his specifications correctly 
and is assured pleased and 
| satisfied customers. 





All genuine “Statdard” 
fixtures bear our Green and 


| Gold Guarantee Label. ay — — . a 5 al ‘" 


Standard Sanitary Mfg, Co. 


PITTSBURGH, U.S.A. 



































PLEASE MENTION DOMESTIC ENGINEERING WHEN WRITING ADVERTISERS. 












DOMESTIC ENGINEERING 


HIGH GRADE 


=; COMPRESSION BASIN COCK 


The latest addition to our large 
line of Compression Work 












Ly ; 


We manufacture a full line of the following goods: 





FAULTLESS Compression Work FAULTLESS Boston Self-Closing Work 
FAULTLESS Fuller Work FAULTLESS Doherty Self-Closing Work 
FAULTLESS Red Metal Stop and Waste Cocks 


J. J. RYAN & CO., 


ome, wmene CHAGAGO, TLL. Si kae. meme me. 


‘ea 
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is aaa 












The Large, Handsome, Well| |HALFTONE, ZINC ETCHING, 
Proportioned | PRINTINGA® EMBOSSING. 







Acme 
Compression 
Basin Cocks 


Nos. 4, 5,6 and 7 





CLIFF HOUSE AND SEAL ROCKS. SAN FRANCISCO. 


Hot and Cold q@ We Cater in particular to Mail Order 
business. (We have satisfied Custo- 


Nozzl i i i ody. 
Nozzle cast in one piece with body mers inevery State in the Union. 


Regular or short spout. High grade 
~Extra heavy—Very finest workman- q ee 
ship, Unconditionally guaranteed. - 

elsewere. dSEND FOR SAMPLES AND ESTIMATES. 


Catalogue of styles and prices 


PE EE EE (TAR ENGRAVING 8 PRINTING CO. 


Cleveland, Ohio 


MILWAUKEE WISCONSIN. 












Turn To Pace XXVI. 
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‘‘Ideal” Porcelain 


.-eUrinal Stalls... 








These sanitary toilet fixtures are 
now the approved patterns for pub- 
lic toilet rooms. They can be set 
Separately or in batteries and on 
account of the Vitreous glazed sur- 
faces are easily kept clean, while 
the elimination of joints and cracks 
make ‘‘Ideal’’ Porcelain Urinal Stalls, 
the best for hotels, comfort stations, ’ 

. . ? Ideal’’ Porcelain Urinal Stalls with Low Tops, and E xtended Shields 
restaurants, office buildings, railway and Vitreous China Flush Tank—Plate 505-K 
Stations and other public places. 








| Every Urinal For your pro- 


bears this tection insist 
Trade Mark 


Label. 


on seeing the 
Label. 





Sold by 
First Class 
Jobbers of 
Plumbing 

Supplies 





Ideal’ Porcelain Urinal Stalls, with High Extended Porcelain Par- 
titions and Vitreous China Flush Tank—Plate so1-K 


The Trenton 
Potteries C ompany 


TRENTON, NEW JERSEY, U.S. A. 





The Canadian Trenton Potteries Co. Ltd., 
St. Johns, Quebec, Canada. 


‘Ideal’ Porcelain Urinal Stall, with Integral Porce- 
lain Shields — Plate s10-K 














_ PLease MENTION DoMESTIC ENGINEERING WHEN WRITING ADVERTISERS. 








DOMESTIC ENGINEERING 








000000000000000000000000000 


























A Combination 





No. 5. Golden or 
goldenized oak _ tank, 


Silo 
Jet 
Com- 
bination 


heavy lining, ball! valve, 
high pressure ball cock, 
post hinge seat and lid 
or with Never-Split seat 
and lid. 





Sectional View of SILO JET Closet 
showing its method of 
operation 


The Silo Jet Closet is the latest development of a 
Pneumatic Syphon, its action is quick, silent and 
powerful, has a 3-inch water seal with good water 
surface, a large and unobstructed water way, making 
it impossible to stop or clog it up. It has the same 
contour as & Syphon Jet bow! with pleasant and 
graceful lines, and as a strong, willing worker it 
has no equal. 








SPECIAL OFFER 


To acquaint you with the merits of our SILO JET outfit we will send you a sample 





outfit at the dozen price. Don’t lose this opportunity to take hold of a good thing. 








FLECK BROS. CO. 





That Can’t be Beaten 
PRICE AND QUALITY 
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PHILADELPHIA, PA. 
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‘“‘HUMPHRYES” 


GUARANTEED FIRST QUALITY 





AZTEC—Plate M 510 


One of Humphryes Famous “500 Line” Lavatories. 
Ask for our Catalog illustrating the best selling 
lavatories on the market. 


THE HUMPHRYES MEG. CO. 
MANSFIELD, ONMIO 
New York Office & Warehouse: 636-638 W. 34th Street 








required. 


occupied. 











Pipe Vise and Stock Combined 


The Climax 
RATCHET STOCK 


Is an indispensable too) for 
conveniently threading irom 
pipe in ditches, under floors, 
in corners, overhead, etc. This 
tool is provided with a strongeé.——/' 
vise, which securely grips the 
pipe, and by means of the 
leading thread the die is forced 
on pipe and the thread is cut. 
Light in weight, convenient to 
carry. The advantages of this 
tool make it absolutely indi- 
spensable to Plumbers, Steam 
and Gas Pipe Fitters, Ma- 
chinists, etc. Dies are extra 
if furnished. 























pipe. = 
No. 2 threads 1 to 2 inch ff ahi 
pipe. : 


For sale by leading jobbers. 
For Armstrong 
Dies. 


No. 1—Price, $11.50. i 
No. 2—-Price, $13.50. Solely by No. 2—Price, $17.00 


C. M. KEMP MFG. COMPANY 


BALTIMORE, MD. 


For Solid Dies. 


Manufactured No. 1—Price, $10.00 








== — 











120 feet of Cut Soil Pipe. 
Bends, Ferrules, etc. 65 Lead Caulked Joints. 
All the Back Trap Venting Pipes, Fittings, 
Etc. 50 Wiped Joints. 
stall the above. 

If this interests you send for more particulars. 


Thos. Kelly & Bros. 


Congress St. & Belt Line, Chicago, Ill. 
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cast in one piece. 


THE KELLY 


OCTOPUS FITTING 


PATENT APPLIED For 


Water Closets in a space equal to 7 
and 6 inches in diameter. Octopus Fitting 
No Joints to leak, no long 
runs of pipe to clog up, no back trap vents ' 


Set in center of room, gives walls for windows 
and setting of other plumbing fixtures. 
Over 50% saved in Material, Labor and space 





What 2 Octopus Fittings for 
16 Closets Will Save You 


24 


All the Labor to in- 





feet 








Lead 
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“Never-Spilit 























99 Closet 


Seats 


Right 


They are built by 
expert workmen and 
Guaranteed for 
five years not to come 





apart at joints. 
WOOD PARTS are 
thoroughly seasoned 
and KILN DRIED. 
Not only is the 
**Never-Split”’ Seat 
made to combine 
strength and lasting 
qualities, but it is also 
“a thing of beauty,” 
made to harmonize 
with any color 
scheme you may 
desire. 





Write Us Direct IF YOU WANT HALF A DOZEN 
OF OUR SEATS ON APPROVAL FOR DISPLAY 





Seat. 


“Never-Split.” 


THE PULLMAN COMPANY gives the“Never-Split” 


preference and insist on it for for their cars. 


THE GREAT SHIP BUILDERS of the world send 


way down to “ The Hoosier State” for the “ Never-Split” 


THE BEST ARCHITECTS always specify the 





You should have our Catalogue and postal 
request will get it whether you mention your 
jobber or not. SEND FOR IT TODAY. 


The Never-Split Seat Co. 


EVANSVILLE, IND. 




















THe ADVERTISEMENTS IN DOMESTIC ENGINEERING ABE INDEXED. 





Turn to Pace XXVI. 


a ae 


TS NS Ne eee TR 





COE 
AOE ADE IER Pate 


Wiitechiedaenaes eee 
WA... nu enalilaemale, 











i ae ee 
ey 








DOMESTIC ENGINEERING XXXiX 





THE JETECTOR PRINCIPLE 


The new idea in closets. No contraction 
in waterway hence no clogging or stop- 
ping. Prompt, powerful action in- 
suring economy of water and perfect 








sanitation. 

Made in different styles both for floor 
outlet (as shown) or wall discharge. 
The wall outlet closet is especially 
adapted for buildings of reinforced con- 
crete or steel construction but is valu- 
able in any building. Already installed 
in many large buildings and is a great 
success. Less piping, less water no hole 
in floor, no trouble. 


Let us supply you with full particulars. 
Our “H” catalogue shows a complete line of 
the very latest and best ideas, devices and ap- 
pliances in high grade brass goods and 
plumbing supplies. Get one. It means money 
and satisfaction for you. 
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FEDERAL COMPANY Halsted and Fulton Streets, CHICAGO 
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~WE ARE THE ORIGINATORS 


Of Many 


One-Piece 
FIXTURES 


The sanitary idea is—“Never make 
a fixture in two pieces when it can 
be made in one.” ; 


WE HAVE OTHER 
NEW IDEAS 


setter keep in touch with us. Some 
thing new often. 


One-Piece 


“SOUTHERN BEAUTY’ LINE 
is shown in our catalogue “D” 





SEND FOR [TT TODAY 


Plate D-130—One-Piece Urinal 


THE CAHILL IRON WORKS, Chattanooga, Tenn. 


New York Office and Warehouse: 76 West 36th Street 


PLEASE MENTION DoMESTIC ENGINE ERING WHEN WRITING ADVERTISERS. 
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REACHES VEMICLE FROMALL SIDES ~ a ee 
NO MEAVY AOSt TO DRAG — 


NO VERKCLE To VLA 


Perfection oe ae. 








































OUR PROPOSITION 








We ship machine on 15 days’ 
trial. If it does not give entire 
satisfaction, return it at OUR 
EXPENSE. 











CEILING PLATE 





BALL-BEARING JOINT... ..___.__...._.. 


RETAINING ARMS re 

NG JOINT 
ser COLLAR , :, 
STANDARD OR WATER-DUCT... gf 
STUFFING NUT... 


STUFFING BOX 
MOSE ARM. 





The stuffing-box is packed with hemp—enough to last 3 years 
and can be replaced at a very small cost. 





Explanatory 
Fasten machine to the ceiling, extend 
supply pipe to it from top, splice 10 
feet of your old hose and you have an 
outhit GOOD FOR YEARS. 
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This is the Season for YOU 
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To get busy if you want a good 
MONEY-MAKER for your 
shop. 

You can get this profitable 
business by investing just 


ONE PENN Y! 


for a postal card upon which 
you may ask us for particulars 
in full regarding our very 


GENEROUS OFFER. 








IF YOU'RE A LIVE ONE 


you can put one in every public 
or private 


STABLE OR GARAGE 


in your city and county. 








OUR “PERFECTION” 
GARRIAGE WASHER 


Keeps the hose off the floor; gives free 
access to move the vehicles in and 
out; drains both ways; is ball 
bearing; is made of mallea- 

ble iron. 


SIT RIGHT DOWN and write us for particulars 


RYAN & LONG 


576 Oneida St., APPLETON, WIS. 















Turn To Pace XXVI. 
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YOU CAN’T GO WRONG 


WHEN YOU USE 


THE“BULLARD’ ADJUSTABLE 


ROOF FLANGE 


Any one 
Flange 

will adjust 
to all 

roof pitches. 
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: PLATE D 191 
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When it’s the Plumber’s own choosing he calls for In this regard 1 


IRON CITY 


All Jobbers Handle ‘‘Iron City’”’ 
Porcelain Enameled Ware 


unequalled in this or any other country in any 

respect. We have the men, the material, the 

equipment and the capacity. You should have 
our catalogue. 


IRON CITY SANITARY MFG. CO. 


General Offices: Pittsburgh, Pa. Works: Zelienople, Pa. 


without a 
COMPETITOR. 


No seams. 





bolts, solder or 
raw edges to 
hold moisture, 
therefore no 


rust or leakage. 





An enquiry will bring 
descriptive catalogue 


Galvanized Steel and Copper. 


Kalamazoo Roof Flange Company 


490-500 Edwards Street, Kalamazoo, Mich. 



































We can make immediate shipment of both patterns, in Rough Brass Bodies with Polished and 
Nickel Plated Trimmings, Polished Brass All Over, and Finished and Nickel Plated all over. 


LET US QUOTE YOU ON YOUR IMMEDIATE REQUIREMENTS 








Street & Kent Manufacturing Company 


43-45 FULTON ST., CHICAGO, ILL., U.S. A. 

















PLEASE MENTION DOMESTIC ENGINEERING WHEN WRITING ADVERTISERS. 








Excelsior Grease Trap 


Well and favorably known; 


two sizes for hotels and res- 
taurants and residences. Get 
list price and trade discounts. 


SPROUL & McGURRIN 
GRAND RAPIDS, MICH., U. S. A. 
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THE “ADAM” | 


Instantaneous 


WATER @ 
HEATER * 


a to the trade ne Send 
of catalogue and discounts. 


Manufactured by 


ADAM'S STEEL & WIRE WORKS, JOLIET, ILL. 


















Plumbers’ Sundries 


Superior Brass Ferrules 
Water Closet Pulls 
Sash Chains—-Split Links 
Eight Hooks 
Prices Quoted on Request 





Send for new catalogue 
of Plumbers’ Specialties 
E xtra Heavy Brass Ferrule 


J. M. RUSSELL MFG. CO. 


NAUGATUCK, CONN. 








“HAAS” 


IS AT ONCE ASSOCIATED WITH 


Thorough Reliability 


in aFrost Proof Closet. 
Let the coming season 
prove this to YOU. 


PHILIP HAAS CO. 


Manufacturers 


DAYTON, OHIO 




















Syphon Valve Washers 


This sign of quality is found 
only on the best valve 
washer on earth 


YOUR JOBBER KNOWS 





that when you specify “CANFIELD” Washers you're 
wise. Sizes, 1, 14%, 1%, 1%, 1% and 2 inch. 


BE WISE NEXT TIME YOU ORDER 
The H. O Canfield Co.,Bridgeport,Conn. 








' 
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Send for catalogue of 
plumbing specialties 


THE SMITH & EGGE MFG. CO. 
Bridgeport, Conn. 




















40 WEST THIRD STREET 


BOSTON COPPER RANGE BOILERS 
are the BEST made and are all GUARANTEED 


We make four grades to meet every demand of QUALITY and PRICE. 
Pressure Boilers to stand any required pressure up to four hundred pounds. De- 
signed in every detail to give long and reliable service. 
grade materials and skilled workmanship in their construction. Special sizes to order. 


DAHLQUIST MANUFACTURING COMPANY 


Largest Manufacturers of Copper Boilers in New England 


We make 


Embodying only highest 





SOUTH BOSTON, MASS. 
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is the 


“COLUMBUS” 

















because there is “not a stick of 
wood in it”. It can stand all 
winter subject to the severest 
cold without injury. Wood tanks 
will split and come apart, ours 
will not. They're “All Metal”. 


The Columbus Brass 
COLUMBUS, OHIO 


Cottages especially 
should be equipped with 
water closets that are 
not injured by standing 
empty and unused for 
long periods. The only 
closet that fills this bill 


ALL METAL CLOSET 


Co. 

















PLEASE MENTION DOMESTIC ENGINEERING WHEN WRITING ADVERTISERS. 
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easy to install. 


sizes, in cast iron. 





This is style No. ° 


No Sewer Gas._—No Flooded Cellars. 


| It is the only trap on the market with a Floating Ball Seal. 
It’s got ‘em all stopped. See that deep water seal. Notice just 
how it protects health and property. 
easily separated by taking out brass screw bolts. 





Upper and lower part 
Makes it 


ind is furnished in 2 in., 3 in. and 4 in. 
Also same sizes with brass top with edge 
of pan and top of strainer finished or nickel plated. Ask your 
jobber for full particulars, or write us direct, and do it now. 


MILLER FOUNDRY & SPECIALTY CO. 


North Tonawanda, N. Y. 
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=~, | New Era in Automatic Back Water 


Trap and Adjustable Floor Drain 


A Positive Automatic Back Water Trap, which will prevent the flooding of cellars 
from the backing up of water through the basement or area drains. This Combina- 
tion is complete. It has a very deep water seal and can be permanently connected 
in place by making one caulked joint. It cannot get out of repair and will last as 
long as the building it is installed in. 

Write to your nearest jobber or send to us for complete Catalogue of a full line 
of Plumbing Specialties. 


COMPOUND INJECTOR & SPECIALTY COMPANY 


1195 W. Irving Park Boulevard, Chicago, IIl. 
Telephone, Irving Park 1251 








NO & FIRE POT $4.50 NET 


or we will ship direct if cash 
accompanies the order. 








Jobbers supply at factory price, yoy a line that is considered the 


CLAYTON & LAMBERT MFG. CO. miu. 


More for Your Money 
In more ways than one you get more 


for your money with a Clayton & 
Lambert Fire Pot or Torch than in 
any other line. These fires, without 
losing heat efficiency, save half the 
gasoline required by other makes. All 
C. & L. burners are powerful genera- 
tors, producing a clear, blue flame, 
which is easily reguiated. Material, 
construction, finish, in fact every 
practical point in fire pot or torch 
manufacture has had our careful at- 
tention. We have spent thousands 
of dollars and over twenty years’ , 
careful, painstaking study, and offer 


world’s standard. Send for bookiet. 


DETROIT, 











Electric Triplex Pu 
for use in Apartment 
Buildings, Suburban Homes, etc. 


ELECTRIC HOUSE PUMPS_ 


By the use of street railway 
current, our direct connected pump 
will furnish a constant supply of 
water at small cost. Ask for 
Catalogue ““G” and Quotations on 
Figure 47. 


THE DEMING CO. 


SALEM, OHIO 
General Agents : 


arris Pump & Supply Co., Pittsburg, P 





rai designed Henion & Hubbell, Chicago, Ill. 
ouses, Office Ral B. Carter Co.,50 Church St.,NewY ork 
a. 











DENNEY RIDER ENGINE 


DENNEY IMPROVED 


Rider&Ericsson 
HOT AIR PUMPING ENGINES 


The most Reliable and Economical 
Engines for pumping water. Use any 
kind of fuel. Can be operated by any 
one. Perfectly safe, noiseless and al- 
ways ready for service. Important im- 
provements patented and not found in 
any other make of engines. Send for 
catalogue and testimonial list. 


Built for years by 


American Machine Co. 


Newark, Delaware 


Tur ADVERTISEMENTS IN DoMESTIC ENGINEERING ARE INDEXED. 





THE WILHELM! | THE MODERN 


TWO BEST BOILERS 


For S« 


HAYES. MEG. CO... Paterson. N.. 


Turn To Pace XXVI. 
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SOL PIPE FRANKLIN PIPE & FOUNDRYCO.) 


And Soil Pipe Fittings 1155 s. PAULINA STREET, - - CHICAQO, ILL. 








“THE CAST SINK MUST GO” 


“Columbus” & “New Era” 


WROUGHT STEEL SINKS 


Rolled Rim and Flat Edges. Painted, Galvanized, 
Blue Enameled, Grey Enameled, White Enameled. 








WRITE FOR CATALOGUE AND PRICES 


THE KILBOURNE & JACOBS MFG. CO. 
COLUMBUS, OHIO 











“Flage” Malleable Fittings 
“Flagg” Keystone Unions 


STANLEY G. FLAGG & CO., PHILADELPHIA, PA. 


























ANY PLUMBER a 
can easily operate FOR THIRTY-NINE YEARS 


The Corcoran qS Brees and Toon 


Fittings for 
Wipe Joint Machine we 


Plumbing, Gas, 
Water and 
Steam. 

HAVE BEEN THE LEADING LINE 










It’s for wiping all kinds of lead joints—hori- 
zontal, vertical or branch. A perfect joint is 
made with a saving of time and WITH LESS 
SOLDER. Write for catalogue D. 


The Wipe Joint Machine Co. 
Sole Manufacturers 


531 Schofield Building, Cleveland, O. 


Thoroughly Reputable Write for Prices 


HAYS MFG. CO., 12th & Liberty Sts., Erie, Pa. 



































DIA OR and HEATER DRILLS. The Bickford Drill & Tool Co., Cincinnati, Ohio, U. 5. A. 








Shower Heads 


HIGH GRADE 


Cast Brass or Copper, Spun Brass or Copper, 
tubular, removable face, with ball joints, etc., 





are manufactured by 


Jenkins Manufacturing Company 
Vaetery: Bloomfield, H. J. Gales Offices: 20 Vesey Street, H. Y. 
























Hopper Adjustable 
Combination Boiler 
Stand and 
Coupling 


VALVES 


Any size—any quantity 
but 
All one kind—tthe best 






It has no equal. It 


is adjustable to any height, strict- Send for catalogue and trade discounts 





wall ly sanitary, economical, unbreak- 
able; has greatest strength where 
Jobber most needed; fits any boiler; no bizd QueenCityBrassélronWorks 
bolts or nuts required; made en- INNATI, OHIO 
tirely of malleable iron. , Pacific Coast Representative: 
A. J. BUCKLEY 


: HOPPER MFG. CO. 
Write for prices 509 Ross Street, Pittsburgh, Pa. 





Monadnock Building, San Francisco, Cal. 




















NOT CHEAPEST BUT LEAST EXPENSIVE 


“THE TIME SAVERS” 
SIMPI k- WON'T LEAK. WORK EASILY 
NO COLLECTION OF GRIT TO 
GRIND OUT WASHER OR VALVE FAUC kK i S$ 
SEAT. NON-CORROSIVE. 


MOST CLEANLY 
SEND FOR FOLDER SHOWING FULL LINE—DO IT NOW 


SIMPLEX FAUCET CO., HYDE PARK, MASS. 
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Snyder's 

Improved 
Model | 
Adjustable \ 


Ceiling and Ve 


Just Fits the Pot! 


have a1: (Qa 





















i 

ways been | ei ng Floor | 
“looking en Plates Bottom View 
for the P 1g Nicely finished on copper ,;and always made 
perfectly. Onceused always used, because they 
S . Sh { W k ee — Beons — och All a 
rks andle them. scounts furnished on request. 

portsman > 0 0 L. H. SNYDER & CO., Bristol, Conn. 











CINCINNATI 














Sizes of Flow and Return Steam Mains 


t gives the current practice, by 30 heating engineers. Postpaid, 50 cents. DOMESTIC ENGINEERING, CHICAGO, ILLIN 
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RONAN ELLER ALGER LEY 


Good reading and remarkably resourceful for the b 


' Sanitation i in the Modern Home 22233333 
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